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GENERAL 

Number of Semi-Conductors: 
Transistors 128 
FET A 
IC (Includes LSI) 56 
Diodes 265 


Frequency Coverage: 
1.8MHz ~ 2.0MHz 
3.5MHz ~ 4.0MHz 
7.0MHz ~ 7.5MHz 
(7.3MHz~7.5MHz Receive Only) 
14.0MHz~15.2MHz 
(14.35MHz~15.2MHz Receive Only) 
21.0MHz~21.5MHz 
28.0MHz~30.0MHz (28.0MHz~29.7MHz Transmit 
Range) 
Frequency Control: 
LS! based 100Hz step Digital PLL Syrtiesizat 
Independent Transmit-Receive Frequency Available 
on same band. 


TRANSMITTER 


DC Input Power: 

SSB (A3J) 200 Watts 

CW (Ai), RTTY (Fi} 200 Watts 

Continuously Adjustable Output power O~Max. 
Emission Mode: . 

A3J_ SSB (Upper sideband and Lower sideband) 

Ai CW 

Fi RTTY (Frequency Shift Keying) 


Harmonic Output: 


More than 40dB below peak power output 
Spurious Output: 

More than 60dB below peak power output 
Carrier Suppression: 

More than 40dB below peak power output 
Unwanted Sideband: | 

More than 40dB down at 1000Hz AF input 
Microphone: ) 

Impedance 600 ohms 

Input Level 10 millivolts typical 

Dynamic or Electret Condenser Microphone 
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Frequency Readout: 

6 digit LED 100Hz readcut. 

Frequency Stability: 
Less than 500Hz atter switch on 1 min to 60 mins, and 
less than 100Hz after 1 hour. Less than 1KHz in the 
range of—10°C to +60 °C. 

Power Suppix-Requirements: 

DC 13.6W7+15% Negative ground Current drain 

18 A max. (at 200W input) 

AC power supply speaker console is available for AC 
operation. 

Antenna Impedance: 

50 ohms Unbalanced 

Weight: 
7.3Kg 

Dimensions: 
111mm x 241mm x 311mm (H x W x L) 


RECEIVER 


Receiving System: 
Triple Conversion Superheterodyne with continuous 
Bandwidth Control 
Receiving Mode: 
Ai, A3sJ (USB, LSB) Fi (Output FSK audio signal) 
IF Frequencies: 
1st 9.0115MHz 
2nd 10.75MHz 
3rd 9.0115MHz 
with continuous Bandwidth Control 
Sensitivity: 
Less than 0.25. microvolts for 10dB S+N/N 
Selectivity: 
SSB. RTTY +1.2KHz at —6dB 
(Adjustable to +0.5KHz Min) 
+2.0KHz at —60dB 


CW +250Hz at —6dB 
+700Hz at —60dB 
CW-N +100Hz at —6dB 


+500Hz at —60dB (with Audio Filter) 
Spurious Response Rejection Ratio: 
More than 60dB 
Audio Output: ; 
More than 1.5 Watts 
Audio Output Impedance: 
8 ohms 
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ALL BAND, ALL MODE, ALL SOLID STATE 

The IC-701 covers all the Amateur HF frequencies from 1.8MHz to 29.999.9MHz plus 15MHz WWV. It offers not only 
SSB, but also CW and RTTY. All of the circuits in the IC-701, including the driver and final power stages are completely 
solid state, and provide about 100 Watts output. 

COMPUTER COMPATIBLE TUNING SYSTEM 

The local oscillator circuit (VFO) employs a C-MOS LSI for the PLL that has been custom-made on the basis of |COM’s 
advanced digital technology. The VFO circuit is a digital PLL circuit that controls frequency determination by pulses 
produced by the tuning control. Unlike conventional PLLs, it controls the VCO by combining and dividing crystal oscillator 
frequencies. Therefore, its stability is much higher than conventional VFOs. In addition, the pulse control system makes 


it possible to set and change frequencies with external digital signals. 

With a computer programmed and connected to the rear accessory socket, you can easily control frequencies, change bands, 
scan, on the IC-701. This system will give you the maximum of performance and versatility. 

DUAL DIGITAL VFO’S 


The IC-701 contains two built-in digital VFO’s located in ICOM’s custom LSI, providing the ultimate in versitility. 


DIGITAL READOUT AND FULL METERING 
The frequency is presented in bright easy to read LEDs, with no backlash or waiting time. The mulit-function meter 


shows you relative signal strength in receive, power output, ALC, SWR, compression level, final transistor voltage and 
current. All the important information you need to know. 


PASS BAND TUNING AND SPEECH PROCESSOR 
The IC-701 has a built-in Pass Band Tuning system developed by ICOM that allows you to continuously adjust the pass band 
of the IF. By turning the control, you can eliminate interference from a nearby signal, thus providing clear reception. It can 


also be used as a tone control. During transmit, the Pass Band Tuning circuit can be used as a Speech Processor providing 
increased “talk power”’ for outstanding DXing. : 


OUTSTANDING PERFORMANCE 

The RF amplifier circuit using MOS FETs, the Schottky barrier diode balanced mixer and other circuits provide excellent 
Cross Modulation and Two-Signal Selectivity characteristics. The IC-701 has excellent sensitivity demanded especially for 
mobile operation, high stability, and with two Crystal Filters having high shape factors, exceptional selectivity. 

The Same Schottky diode mixer is used in the transmitter, and, with the band pass filter and high performance K-Constant 
two stage low-pass filter, ensures transmission of pure signals with very low spurious emission. 

ADDITIONAL CIRCUITS 


The 1C-701 has a built-in Noise Blanker, VOX, an Auto Dimmer for control of the readout and meter illumination, CW 
Monitor, APC, SWR detector, and many other circuits for your convenience. 


The 1C-701 has everything you need to really enjoy HF operation, in an extremely compact, rugged transceiver. 
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BE SURE TO READ THE FOLLOWING |! 


3-1 UNPACKING 

Carefully remove your transceiver from the packing carton 
and examine it for signs of shipping damage. Should any 
be apparent, notify the delivering carrier or dealer im- 
mediately, stating the full extent of the damage. It is 
recommended you keep the shipping cartons. In the event 
storage, moving, or reshipment becomes necessary they 
will be handy. Accessory cables, plugs, etc., are packed 
with the transceiver. Make sure you have not overlooked 


anything. 


1. Microphone (IC-SM2) ..........---.eceeeencee 1 
2. External Speaker Plug. ...........2cecevcceces 1 
3. Key Plugs.) sis cis wice hw wtatoceseis a Pay er 1 
4. Scope Terminal Plug .......-cecenscccecsscees 1 
5. Transverter terminal Plug ........-2.e2ee-ecee 1 
6. Spare Fuse (20 Amp) .........-2---cccccccees 2 
te, DE Power Cor soo 53 eee west ce sie cia aes 1 
8. Accessory Plug (24 Pin) .........cceccesccaee Sie | 
©. Accessory Plug Pins: .. ccc ccmcsccccusionncues 24 
10. Accessory Plug Boot .......cccccscccccccceccs 1 


3-2 RECOMMENDATIONS FOR 
INSTALLATION ~ 

1. Avoid placing the IC-701 in direct sunlight, high 
temperature, dusty or humid places. 

2. The left side of the unit, when facing it, functions 
also as a heatsink. The temperature there will usually 
become relatively warm during transmission. Any 
equipment should be at least 1 inch (3cm) away from 
the unit so as to provide good ventilation. Be sure that 
nothing is on and just behind the rear PA heatsink to 
ensure good ventilation. Also avoid places near outlets 
of heaters, air conditioners etc. 

3. Place the unit so that the controls and switches can 
easily be handled and the frequency indication and 
meter can easily be read. . 

4. For mobile installation, an optional mounting bracket 
is available. Select the best location that can stand the 
weight of the unit and that does not interfere with your 
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NSTRUCTIONS BEFORE USE. 


driving in any way. 
5. Use the Ground Lug! 


3-3 POWER SUPPLY 

For AC operation, use the special power supply 1C-701PS. 
If you would like to use your Car battery or any other DC 
power supply, be sure that its output voltage Is 12-15 Volts 
and the current capacity is at least 20 Amps. The maximum 
power consumption of the set during transmission runs 
from 16-20 Amps, so keep that in mind if the unit is 
installed in your automobile, and turn it on after you have 
started the engine. Attention should also be paid to the 
condition of the battery and electrical system. 


The connection of the DC power cord supplied with the 
I€-701 is done in the following way: First make sure that 
the power switch of the unit is in the OFF position and 
the T/R switch is in the receive position. Connect the cord 
to the DC power supply with the RED lead to the positive. 
terminal and the BLACK lead to the negative terminal. 
(Reverse connection will cause the protection circuit to 
operate and blow the fuse.) Connect the DC plug to the 
socket on the rear panel of the 1C-701. Refer to the 
drawing below. 


For AC operation 


3-4 ANTENNA 

Antennas play a very important role in radio communi- 
cation. If the antenna is inferior, your transceiver cannot 
give you the best performance. With a good antenna and 
feeder cable having 50 ohm impedance, you should easily 
get the desired matching and performance. Carefully install 
a high performance antenna that suits the frequency 
band(s) you wish to operate on and place it as high as 
possible. Be especially careful of the condition of the 
connectors as loose connections will deteriorate the per- 
formance. Be sure to connect the ground terminal of a 
whip antenna, if used, to the body of your car. 


As the output is quite high, avoid connecting the antenna 
connector to open lines and do not transmit under 


_ mismatched conditions. Otherwise the final stage could be 


overloaded and cause a malfunction of the unit. 


> 


3-5 GROUND 

In order to prevent electrical shocks, TVI, BCI and other 
problems, be sure to connect a heavy wire ground, as 
_ short as possible, from a good earth point to the ground 
terminal on the rear panel. 


3-6 MICROPHONE 

The microphone supplied with the IC-701 is the 1C-SM2 
which contains a pre-amplifier. It’s circuit diagram is shown 
below. The IC-SM2 is an Electret Condenser type 
microphone. 


Schematic diagram of IC-SM2 
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TR1, TR2: 2SC536 or equivalent 


A sensitivity control is installed on the bottom side of the 
mic stand. By turning it in the “H” or “L” direction, the 
sensitivity will increase or decrease respectively. Adjust the 
control so as to get the proper sensitivity considering the 
distance to the mic, the loudness of your voice and the 
environmental conditions. The wind screen not only 
prevents background ‘ioise due to wind, but also protects 
the mic. Unless required, do not remove the screen from 
the mic. In order to operate the microphone, connect its 
plug to the mic socket on the IC-701. To transmit, press 
the PTT switch downward. When it is released, the IC-701 
will return to the receive condition. For a long transmis- 
sion, pull the PTT switch back while pressing it down until 
the switch is locked and it will remain in that position until 
it is pushed forward and released. 


LOCK RELEASE 


Key Wiring Diagram 


If you would like to use a different microphone in your 
car, an optional hand held dynamic microphone is available. 
If other types of microphones are used, be sure their 
impedance is between 500-600 ohms, and connect a 4 pin 
plug in the manner shown. 


Microphone plug exploded view 


Microphone connection 


Microphone 


(cord side view) 


3-7 CW KEY 

When operating CW, connect the Key to the Key Jack with 
the plug supplied. The connection of the plug is shown 
below. 


If the terminals have polarity, be sure to make the correct 
connection. Note that the keyed voltage when switching 
with semiconductors or relays with resistors in the circuit, 
should be adjusted to be below 0.4 Volts! 


3-8 RTTY 

When operating RTTY, connect the ACC socket pins 8 
(ground) and 9 to your tele-typewriter through a high speed 
relay or a level converter to TTL level, and the tones for 
your terminal unit will be available from pin 4. For details, 
refer to ‘‘How to use RTTY”, and “Transmit and Receive” 
sections in this manual. 
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3-9 EXTERNAL SPEAKER 

The IC-701 contains an internal speaker, and is also 
designed so that it can drive an external speaker from the 
external (EXT) speaker jack on the rear panel. Be sure the 
impedance of the external speaker is 8 ohms, and remember 
that with the external speaker connected, the internal 
speaker is disabled. 


3-10 HEADPHONES : ewer 
Any good headphone set, including stereo type, that 

4-16 ohms impedance can be used. With the plug inserted 
halfway into the PHONES jack, both the headphone and 
speaker will operate. This is convenient when others wish 
to listen in on the station, or you wish to record contacts 
using a tape recorder connected to the headphone jack. 
With a stereo headphone set inserted this way, however, 
the headphone will lose the sound on one side. With the 
plug inserted completely, only the headphone works. 


3-11 POWER SUPPLY 
It is highly recommended that you use the 1C-701PS power 
supply for base operation. {If you wish to use another 


" power source, make sure that it meets the voltage, current, 


and regulation requirements. Pay particular attention to 
the overvoltage protection as a runaway regulator can 
destroy the IC-701. Make certain that more than 18 Volts 
does not get applied to the unit. When the power switch 
is in the ON position, do not connect the power cord, 
antenna, external speaker, Accessory plug, or the mi- 
crophone to avoid possible trouble. Be sure not to transmit 
with the antenna disconnected. If the fuse blows, replace 
it with a new 20 Amp fuse after fixing the cause. Avoid 
turning the power switch ON and OFF repeatedly over a 
short time. Frequent repetitions may cause the frequency 
indicator to display the wrong frequencies. If such a 
malfunction should occur, turn OFF the switch and a few 
seconds later turn it ON again. 


3-12 CAUTIONS 

As the unit has already been closely adjusted with highly 
sophisticated measuring instruments, never tamper with 
the turnable resistors, coils, trimmers, etc. 


IN THE PLL UNIT, THE HEART OF THE TRAN- 
SCEIVER, A C-MOS LSI IS INCORPORATED. IF THE 
SEAL IS BROKEN WHEN A FAILURE OCCURS WITHIN 
THE TERMS OF THE GUARANTEE, THE REPAIR 


. MAY BE AT THE USERS EXPENSE, SO DO NOT 


ATTEMPT TO OPEN THE PLL CASE! 


C-MOS is also used in the digital driver unit as well as the 
PLL. C-MOS ICs are very susceptible to excessive static 
charges and over current and care must be used when 
handling them. Therefore, avoid touching the driver 
unit and the nearby circuitry unless absolutely necessary. 
When it is necessary to check the circuitry, observe the 
following points. 


Ground all measuring instruments, the soldering iron, and 


‘other tools. Do not connect or disconnect the C-MOS IC 


from its socket, or solder it when the power is ON. Do 


not apply voltage of less than —0.5 or more than +5 Volts 
to the input terminals of the IC. DO NOT MEASURE 
WITH AN OHMMETER. 


3-13 COOLING FAN 

The rear of the PA unit is designed to achieve effective 
natural cooling. But with 200 Watts input, the final stage 
circuit produces quite a bit of heat and its temperature may 
se uring a very long, continuous transmission. If the 
temperature becomes high enough, the built-in cooling fan 
will start to spin. The fan is connected to the temperature 
monitoring circuit which detects the temperature of the 
final stage transistors. The operation of this fan is as 
follows: 


1. The fan does not work during all reception. 

2. During transmission, it does not work if the detected 
temperature is below a certain level. 

3. When the temperature exceeds that level during a 
transmission, the fan will start to move air across the 
heatsink to cool it. 

4. If the temperature of the final stage transistors rises to 
the danger point, the fan will turn at a much higher 
speed and frequency display will start to flash. 

THIS MEANS STOP TRANSMITTING! 


1, 2 and 3 are normal conditions. 4 is abnormal. If the 
meter and display start to flash, stop transmitting and 
check for the cause of the excess heat. This could be 
antenna mismatch, environmental problems, etc., but be — 
sure to rectify the problem before beginning to operate 
again. 
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1. BAND SWITCH 

The BAND SELECT SWITCH is a 7 position rotary switch 
used for selecting one of the 6 Amateur bands covered by 
- the 1!C-701 with a 7th position for external control. 
The selectable bands are 1.8MHz, 3.5MHz, 7MHz, 14MHz, 
21MHz and 28MHz. in the EXT position, the band can 
be selected remotely. However, the switch should not be 
put in the EXT position without having the remote control 
connected. This will cause the rotary switch to rotate 
continuously and may cause excessive wear or damage. 


2 MULTI-FUNCTION METER | 
With the 1C-701 in’ the receive mode, this meter acts as an 
S meter regardless of the position of the meter select 
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@ DIAL LOCK BUTTON 
@ TUNING CONTROL 
KNOB 
@ TUNING SPEED BUTTON 
AGC SWITCH 
@ ATTENUATOR SWITCH | 
© NOISE BLANKER SWITCH 
{$ VOX SWITCH 
® RIT SWITCH 


® TRANSMIT/RECEIVE SWITCH 


switch. Signal strength is indicated. on a scale of $1-S9 


and S9+20dB to S9+60dB. 


in the transmit mode, the meter has 5 functions as outlined 
below which are selected by the meter select switch. 


3. METER SELECT SWITCH 
In the transmit mode the meter has 5 functions. 


1. Ve ‘Indicates the collector voltage of the final 
transistors. 

2. Ic Indicates: the collector current of the final 
transistors. 


3. Po Indicates the relative output power. SWR can 
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be measured by placing the SWR/SWR SET 
switch in the SWR position. (This switch is 
located under the access cover on the top of 
the IC-701. 


4. ALC in this position, the meter begins to function 
when the RF output power reaches a certain 
level. iy wy 

5. COMP Indicates the compression level when the speech 


processor is in use. 


4 POWER SWITCH 

The POWER SWITCH is a push-lock type switch which 
controls the input DC power to the IC-701. iégpen the 
external AC power supply (IC-701PS) is used, the switch 
also acts as the AC power supply switch. When the switch 
is pushed in and locked, power is supplied to the set. When 
the switch is pushed again and released, power is cut to all 
circuits except the PA unit. 


5 PHONE JACK 

This jack accepts a standard 1/4 inch headphone plug for 
a 4-16 ohm headphone set. Stereo headphones can be 
“used without modification. 


6 MiC CONNECTOR 

Connect the supplied microphone or optional microphone 
to this jack. !f you wish to use a different microphone 
than the IC-SM2, refer to the drawing on page 4. Mic- 
rophone impedance should be 500-600 ohms. 


7. COMP (SPEECH PROCESSOR) CONTROL 

The !C-701 contains a built-in RF speech processor which 
is turned ON by turning the center knob clockwise from 
the OFF position (a click will be heard). In the ON position 
it works as the RF drive control as explained below. In 
the CW and RTTY modes, it works as the output level 
control of the IC-701. When RF speech processor 
operation is not desired, the COMP control should be 
turned completely counter-clockwise and clicked OFF. 


8 MIC GAIN CONTROL 

Adjusts the level of modulation according to the input of 
the microphone. Clockwise rotation increases microphone 
gain. As the input will vary with different microphones 
and different voices, the knob should be turned until the 
MULTI-FUNCTION METER needle, in the ALC mode, 
starts to move slightly within the ALC zone. In the SSB 
mode, with the RF speech processor in use, the MIC 
GAIN CONTROL sets the clipping limits, while the COMP 
control sets the RF drive level up to the maximum power 
level where ALC begins at the saturation point of the 
amplifiers. 


9. AF GAIN CONTROL 
Controls the audio output: level jn the receive mode. 
Clockwise rotation increases audio output. 


10. RF GAIN CONTROL 

Controls the gain of the RF section in the receive mode. 
Clockwise rotation gives the maximum gain. As the 
control is rotated counter-clockwise, the needle of the 


MULTI-FUNCTION METER rises, and only signals stronger 
than the level indicated by the needle will be heard. 


11. MODE SELECT SWITCH 

This switch selects the mode of operation for both 

transmit and receive. 

USB Upper Sideband, mainly for 14, 21 and 28MHz 

* bands. 

LSB Lower Sideband, mainly for 1.8, 3.5 and 7MHz 
bands. ie 

CW Continuous Wave, for CW operation on all bands. 

CW-N Narrow CW. The audio band-pass filter is auto- 
matically turned ON in this position to improve 
selectivity when receiving. 

RTTY Radio Teletype. For use on all available bands. 


12. P. B. TUNE (PASS BAND TUNING) CONTROL 

This control allows continuous tuning of the. pass band 
selectivity moving the edge of the filter up to 1.5KHz from 
either the upper or lower side in SSB and RTTY. This not 
only improves selectivity, but also can improve the audio 


‘quality. The normal position is in the center (12:00 


o’clock) position and is 2.4KHz wide in SSB. 


13. VFO SWITCH 
With this switch you can select the VFO you want to 
operate from two separate VFO’s that are built-in to the 
IC-701. it diso selects the relationship of the two VFO's. 
The switch.'performs the following operations according 
to its position. . . 
* A: Selects “A” VFO for both transmit and receive. 
* B : Selects “‘B’’ VFO for both transmit and receive. 
* RA-TB : Selects “A’’ VFO for receive and “B’ VFO for 
transmit. 
* RB-TA: Selects “B” VFO for receive and “A” VFO 
for transmit. 
In addition, when the VFO is switched from “A” VFO to 
“B’ VFO, the frequency indicated on the frequency 
display just prior to switching goes into a memory inside 
the LSI. Thus even if “B’ VFO is being used, switching 
to “A” again will enable you to operate at the initial 
frequency. Switching from “B” to “A” results in the 
same operation. However, if switching is done with the 
BAND SWITCH (or external control), the VFO frequency 
displayed will disappear and the lower end frequency of 
the band selected will be displayed. If you wish to operate 
on the frequency that was memorized in the VFO that 
was not used when switching bands, simply return to the 
original band and then to the other VFO and the initial 
memorized frequency will appear. This is explained in 
more detail later in this manual. 


14. RIT CONTROL 

Shifts the receiver frequency +800Hz either side of the 
transmit frequency. When the RIT is ON, the RIT LED is 
illuminated. The LED also represents the “0” position. 
Rotating the control to the (+) side raises the receiver 
frequency, and rotating to the (—) side lowers the receiver 
frequency. With the RIT ON, if the tuning knob @) is 
moved one increment, the RIT circuit is automatically 
pulsed OFF. Therefore it is not necessary to manually turn 
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OFF the RIT when changing operating frequency. The 
frequency shift by tuning the RIT Control is not indicated 
on the frequency display. 


15. RIT SWITCH 


This is a spring-loaded switch for the. RIT ebivcal. To “ 


turn ON the RIT, push down once. If OFF i is desired, push 
down again. When the RIT is ON the LED above the RIT 
control knob is lit. This also indicates. the center Position. 
of the RIT control. With the RIT circuit. OFF the’ LED © 
is also OFF. Also if the RIT is ON and the Tuning Knob 


is rotated one increment it will pulse the RIT OFF unless . 


the internal jumper has been pete 


16. NB (NOISE BLANKER) SWITCH. 

When pulse type noise such as automobile ignition noise is 
present, set this switch to the ON (down) position. The 
noise will be reduced to provide comfortable reception. 


17. AGC (AUTOMATIC GAIN CONTROL) SWITCH 
With. this.switch you can change the time constant on the 
AGC circuit. With the switch in the AGC (up) position, 
the circuit operates as a “hang’’ AGC-and maintains the 
AGC voltage for a specific time, thus it is suitable for SSB 
reception. With the switch in the FAST (down) position, 
the circuit is OFF, and AGC is suitable for stations sich 
from fast, fading or operating in the CW mode. 


18. TRANSMIT/RECEIVE (T/R) SWITCH 

This switch is for manually switching from transmit to 
receive and vice versa. Set the switch to RECEIVE (up) 
and the !C-701 is in the receive mode.. Set the switch to 
TRANSMIT (down) and it switches to transmit. When 
switching with the PTT switch on the microphone or with 
the VOX switch set to ON the T/R switch must be in the 
RECEIVE position. 


19. . VOX SWITCH 

This switches the VOX circuit ON and OFF. When it is 
in the ON (down) position,.in SSB, T/R switching is 
accomplished by means of a voice signal. 
semi-break-in switching by means of keying is possible. 


20. ATT (ATTENUATOR) SWITCH 
Turn the ATT switch ON (down) when strong nearby 
signals disturb signal reception or make ’’S’’ readings 


difficult. In the ON position, a 10dB attenuator is inserted, 


into the receiving antenna circuit, reducing. interfering 
signals and giving more stable reception. In normal 
operation the ATT switch is left in the OFF (up) position. 


21. TUNING CONTROL KNOB 

Rotating the TUNING CONTROL KNOB clockwise in- 
creases the frequency, while rotating it counter-clockwise 
decreases the frequency. The frequency. is changed in 
100Hz steps which correspond to the smaller vernier 


marks on. the knob. The larger marks represent 1KHz.. 
steps. One complete rotation of the tuning knob results in , 


a 5KHz frequency increase or decrease in 100Hz steps 
exactly as shown by the small vernier marks. 


In CW operation, 


22. TUNING SPEED BUTTON 

Pushing the TUNING SPEED BUTTON will illuminate the 
DIAL FAST display LED, and the small! vernier marks on 
the tuning.knob are changed to correspond to 10KHz steps. 


At the same time, the KHz and 100Hz digits are cleared 


‘on the display to. show “0.0. When the Tuning Speed 
-Button’is depressed again, the dial fast display LED goes 


OFF and the small vernier marks will again correspond to 
ih 100Hz steps. This button will allow you to quickly QSY 
_ »over a great frequency, range. 
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23. DIAL Lock BUTTON 

‘After ‘the 1C-701 is set to a certain frequency for rag 
chewing, mobile operation, etc., pushing the DIAL LOCK 
_ BUTTON will illuminate the DIAL LOCK display LED 
and ‘the « VFO is ‘electronically locked at the displayed 


frequency, thus inactivating the operation of the tuning 
knob. To change frequency, the dial lock must first be 
disengaged by pushing the dial lock button again. Thedial 
lock display LED will go OFF and the frequency will 
change. with the direction. of the tuning knob rotation. 
Turning the power OFF will release the dial lock and clear 
the displayed frequency. 


24. FREQUENCY DISPLAY 

The frequency of the !C-701 is displayed on» 7 segment 
LEDs. Since the 1MHz and 1KHz decimal. points. are 
displayed, the frequency can easily be read. The fre- 
quencies indicated are the carrier frequencies of each mode 
in USB, LSB and CW. In the. RTTY mode, the. space 
frequency is displayed. Since the local oscillation frequency .. 
is shifted in, accordance with modes,. no tuning will be 
required if you change modes. Remember, if you turn 
the RIT control ON to change the receive frequency and 
rotate the RIT control knob, the frequency displayed:will 
not change. 


25. TRANSMIT INDICATOR LED 
When your set is in the transmit mode, this LED is lit. 


26. DIAL. TUNING SPEED INDICATOR LED 
liluminates. when the TUNING SPEED BUTTON is pressed 
to set the dial to fast tuning... 


27.. DIAL, LOCK INDICATOR. LED 
Iluminates when the DIAL. LOCK BUTTON. is. pressed 
to lock the dial. 


4-2 CONTROLS UNDER ACCESS COVER 


@ DIM SWITCH 


@RTTY SHIFT SWITCH 


@ SWR SWITCH 


@) CW MONITOR CONTROL 
@SWR SET CONTROL 
@ FREQUENCY SET CONTROL 


@ DIM GAIN CONTROL 


28. DIM SWITCH 

When this switch is set to DIM, the luminosity of the 
frequency display and the meter automatically decreases 
when the ambient level is reduced below a set level. 
Therefore, under dim lighting such as at night, it decreases 


the luminosity to a lower level for easy indicator reading. 


When the switch is at the OFF position, the dimmer 
function is disabled. 


29. RTTY SHIFT SWITCH 

This switch shifts transmit frequency and shift spacing. 
Normally the shift is 170Hz, but in some cases 850Hz is 
still used. Set the switch for the desired shift. 


30. SWR SWITCH 

When measuring SWR, calibration SET and SWR reading 
functions are selected with this switch. Remember, at the 
factory, the switch is in the SET position and fixed in 
place with a plastic screw to prevent it from switching to 
SWR. Remove the screw before attempting to read SWR! 
SWR must be read only in the Po meter position. 


31. CW MONITOR (MONI) CONTROL 

This control adjusts the audio volume of the side tone 
(monitor) audio during CW transmit operation. Adjust it 
to your desired level for easy listening. 


32. SWR SET CONTROL 

This control calibrates the meter needle to the Po SET 
position when you want to determine the value of SWR. 
The meter must be in the Po position and the set must be 
transmitting a carrier. 


@ VOX DELAY CONTROL 


@ ANT! VOX CONTROL 


CW DELAY CONTROL 


® VOX GAIN CONTROL 


33. FREQUENCY SET CONTROL 

This control is for fine adjustment of the VXO section 
frequency of the PLL unit, which is the local oscillator 
frequency. Do not turn it unless you want to change the 
frequency. 


34. VOX GAIN CONTROL 

This control adjusts input signal level via the microphone 
to the VOX circuit. For VOX operation in SSB, adjust the 
control so that the VOX circuit will operate with normal 
speech. 


35. CW DELAY (CW time delay constant) CONTROL 
In Semi-break-in CW operation, this controls the TX/RX 
switchover time delay. Adjust it to suit your keying speed. 


36. ANTI VOX CONTROL 

In VOX (SSB) operation, the VOX circuit may be oneteaal 
by sound from the speaker causing a switch to transmit. 
This trouble can be prevented by adjusting the input level 
of the ANT! VOX circuit with this control along with the 
VOX gain control so that the VOX circuit only operates 
from the operator’s voice, not by sound from the speaker. 


37. VOX DELAY (VOX time constant) CONTROL 
This controls the TX to RX switching time. Adjust it so 
TX to RX switching will not occur during short pauses in 
normal speech. 


38. DIM GAIN (dimmer circuit) CONTROL 

The threshold for the functioning of the dimmer circuit 
can be adjusted by turning the DIM GAIN CONTROL. 
Turning the contro! counter-clockwise will lower the 
operation threshold of the circuit. 
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4-3 REAR PANEL CONNECTIONS 


@ RECEIVER INPUT TERMINAL 


@ RECEIVER ANTENNA 
OUTPUT TERMINAL 


@ANTTENA CONNECTOR 
@EXTERNAL SPEAKER JACK 
@KEY JACK: 

@FUSE HOLDER 


@® GROUND TERMINAL 


39. RECEIVER INPUT TERMINAL 
This is an input terminal which is connected directly to 
the receiver. 


40. RECEIVER ANTENNA OUTPUT TERMINAL 

This is a terminal to which received signals from the 
antenna connector are conducted after the signal passes 
through the transmit/receive antenna switching circuit. 
Usually the receiver IN and OUT terminals are jumpered. 
The receiver antenna output terminal is usually used when 
another receiver is used or a pre-amplifier is connected to 
the 1C-701. 


41. ANTENNA (ANT) CONNECTOR 

This is used to connect the antenna to the set. Its 
impedance is 50 ohms and connects with a PL 259 
connector. 


42. EXTERNAL SPEAKER JACK 

When an external speaker is used, connect it to this jack. 
Use a speaker with an impedance of 8 ohms. When the 
external speaker is connected, the built-in speaker does 
not function. 


@SCOPE TERMINAL 


@TRANSVERTER 
TERMINAL 


@eeone 
ee 


2 one. am 
Seeses 


@ ACCESSORY SOCKET | 


@POWER SOCKET 


45. GROUND TERMINAL 

To prevent electrical shock, TV!, BCI and other problems, 
be sure to ground the equipment through the GROUND 
TERMINAL. For best results use as heavy a gauge wire or 
strap as possible and make the connection as short as 
possible, even in mobile installations. 


46. POWER SOCKET 
Connect the DC power cord or cable from the IC-701PS 
or suitable DC source to this connector. 


47. ACC (ACCESSORY) SOCKET 
Accessories and controls can be used with the iC-701 and 


connected to the ACC socket on the rear panel. NOTE: 


_ Pins 14-24 are terminals for digital control. and are con- 


nected to the input terminal of the C-MOS IC. By no 
means apply any voltage not within the range of —0.5 to 
+5 Volts. For details, refer to page 20. 


48. X-VERTER (TRANSVERTER) TERMINAL 

VHF and UHF operation using a suitable transverter with 
the IC-701 is possible. This terminal is for Transverter 
connection. The output is a few milliwatts. Refer to the 


_ tranverters instruction for recommended hookup. 


43. KEY JACK 
For CW operation, connect the key here. For electronic 
keying the terminal voltage must be less than 0.4V DC. 


44. FUSE HOLDER 

This holds the fuse for the DC power circuit. If the fuse 
is blown, replace it with a new 20 Amp fuse after checking 
the cause. Open the fuse holder with a Phillips head driver. 


49. SCOPE TERMINAL 


_ This terminal brings out the 9.011MHz IF signal from the 


mixer in the receiver. Not only observation of the received 
signal, but also of signals of a the selected band width are 


- possible by ‘using a panadaptor or panascope. 
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SECTION 


5 OPERATING INSTRUCTIONS 


5-1 HOW TO TUNE 

The following instructions are for tuning in any mode. 
Please read carefully and understand fully before turning 
on your unit. Proper tuning is necessary for optimum 
operation. 


5-1-1 TUNING KNOB 

The transmit or receive frequency is displayed on 7 segment 
LEDs down to 100Hz digits. Rotating the tuning knob 
clockwise increases the frequency, while turning counter- 
clockwise decreases the frequency in 100Hz steps. The 
smaller vernier marks on the knob represent 100Hz and the 
larger marks represent 1KHz. One complete rotation of 
the tuning knob results in a 5KHz frequency increase or 
decrease. When you receive your set, calibration of the 
tuning knob may be desirable, as the large increments may 
not correspond exactly to a change of 1KHz displayed on 
the LEDs. Exact calibration is not necessary as the 
displayed LED frequency will always be correct, but you 
may calibrate the scale on the tuning knob for use as an 
analog type frequency display. To calibrate, set a large 
increment on the tuning scale to line up with the indicator 
arrow directly above the scale and then turn ON the power. 


To calibrate the scale during operation, if desired, set a 
large increment on the tuning scale to line up with the 
indicator arrow and then push the tuning speed button 
TWICE. By doing so, the 1KHz and 100Hz digits are 
cleared on the display to show “0.0”. 


The tuning knob scale may require recalibration if you: 

1. Turn the knob while the frequency is locked by use 
of the Dial Lock Button. 

2. Use the tuning speed button when a large increment is 
not lined up with the indicator. 

3. Turn the knob beyond the band edge. 


If the knob is too loose or too stiff for comforatble use, 
you can adjust the torque by tightening or loosening the 
brake adjustment screw accessable from underneath the set. 


Brake adjustment screw 


Brake Adjustment 
The following instructions should be used to adjust the 
tension of the Tuning Knob. 


1. Remove the bottom cover of the IC-701. 

2. The Tuning knob tension will become tighter by turning: 
the brake adjustment screw clockwise, and will become 
looser by turning the screw counterclockwise. 

3. While performing this adjustment, the Tuning knob must 
be turned continuously as the screw is adjusted in order 
to set the tension for a comfortable touch. 

4. After the adjustment has been made, replace the bottom 
cover. 


On all but the 28MHz band, the displayed frequency will 
not go beyond the highest band edge even by turning the 
tuning knob clockwise, or beyond the lowest band edge by 
turning the knob counter-clockwise. On the 28MHz band, 
since this band width is much wider than the others, the 
IC-701 provides “‘automatic revert’’ for operating con- 
venience. When the frequency display shows 29.999.9MHz 
and the tuning knob is turned clockwise, the displayed © 
frequency jumps down to 28.000.0MHz and continues up 
from there. Likewise, by continuing to turn counter-clock- 
wise beyond the bottom edge of the band, the frequency 
jumps up from 28.000.0MHz to 29.999.9MHz and goes 
down from that point. 


The displayed frequency shows the carrier frequency in the 
USB, LSB and CW modes, and the SPACE frequency in the 
RTTY mode. Therefore recalibration of the frequency is 
unnecessary when the mode is changed. 


5-1-2 DIAL LOCK BUTTON 

After the IC-701 is set at a certain frequency for rag chew- 
ing, mobile operation, etc., pushing the Dial Lock button 
will illuminate the Dial Lock LED and the VFO is locked at 
the displayed frequency, thus inactivating the operation of 
the tuning knob. To change the frequency, the Dial Lock 
must first be disengaged by pushing the dial lock button 
again. The Dial Lock display LED will go OFF, and the 
frequency will change with the direction of the tuning knob 
rotation. Turning OFF the power will release the Dial Lock 
and clear the displayed frequency. 


5-1-3 TUNING SPEED BUTTON 
Pushing the Tuning Speed Button will illuminate the dial 
fast LED and the small vernier marks on the Tuning Knob 
is changed to correspond to 10KHz steps. At the same time, 
the 1KHz and 100Hz digits are cleared on the display to 
show ‘0.0’... When the Tuning Speed Button is depressed 
again, the dial fast display LED goes OFF and the small 
vernier marks will again correspond to 100Hz steps. This 
button will allow you to quickly OSY over a great 
frequency range. 


5-1-4 VFO SELECT SWITCH 


~The LSI in the IC-701 contains two ‘‘VFO’s’” for both 


receiving and transmitting. The VFO's are labeled “A”. 
VFO and ‘’B” VFO and are selectable with the VFO Select 
Switch. This dual VFO system gives the IC-701 many very 
convenient features. Please read this section very carefully 
and perform the operation several times until you are 
comfortable with the system. 


= 


1. “A” VEO is for both transmitting and receiving and is 
selected by placing the VFO Select switch in the “A” 
position. The transmit and receive frequency will be 
controlled by “A” VFO, displayed on the LED fre- 
quency readout, and stored in ““A’”’ memory. 


2. “B” VEO is for both transmitting and receiving and is 
selected by placing the VFO Select switch in the “B” 
position. The transmit and receive frequency will be 
controlled by “B’’ VFO, displayed on the LED fre- 
quency readout, and stored in “’B’’ memory. 


3. RA-TB: The receive frequency is controlled by “A” 
- VFO and the transmit frequency is controlled by “B” 
‘VFO. Both frequencies are stored in their respective 
memories, and displayed during their respective ope- 
ration times (“A’” frequency during receive, and “B” 
frequency during transmit). 


4. RB-TA: The receive frequency is controlled by “’B” 
VFO and the transmit frequency is controlled by “A” 
VFO, the reverse of the above. Again, both frequencies 
are stored in their respective memories, and displayed 
during their respective operation times (this time “’B” 
frequency during receive and “‘A”’ frequency during 
transmit). 


When the IC-701 is first turned ON, the frequency displayed 
on the LED readout is the lowest frequency limit of the 
band selected by the band switch. 


FOR EXAMPLE: 
lf the band switch is set to the 7MHz band, when the set 


is turned ON, 7.000.0 will be displayed on the LED readout. 


This will occur whether the VFO switch is in either the “A” 
or “B’”’ or combination VFO position. Rotating the tuning 
knob clockwise will increase the frequency in 100HZz steps. 
Rotating the tuning knob counter-clockwise will decrease 
the frequency in 100Hz steps. Note: Rotating the knob 
counter-clockwise immediately after applying power will 
not lower the frequency as it is already at the lowest limit. 


Switching from one VFO to the other VFO does not clear 
the first VFO. The frequency is retained in the VFO’s 
memory. 


EXAMPLE 

lf 14.125.0MHz is set with “A’’ VFO, and the VFO switch 
is set to “B’’ VFO, the frequency LED readout will show 
“B' VFO’s frequency, but 14.125.0MHz is still stored in 
“A'’ VFO's memory. Returning the VFO switch to “A” 
VFO position, and 14.125.0 will be displayed on the 
readout.. Accordingly, if the switch is placed in the ““B”’ 
VFO position, the frequency that was set with the “’B” 
VFO will appear. This allows you to set a certain frequency 
with one VFO, work up and down the band with the other 
VFO, and periodically check the set frequency simply by 
switching between “A” and “B’’ VFO. It also allows you 
to search for aclear frequency with one VFO, while keeping 
your operating frequency on the other VFO. When you 


. 


have found a clear frequency, switch back to your operating 
frequency, inform the station you are in contact with of 
the new frequency, and switch back. It’s that simple! 


The !C-701 will perform this operation even on two dif- 
ferent bands. A frequency is set in either “A” or “B’’ VFO 
on one band, the VFO switch is set to the other VFO, and 
the band switch set to any other band you wish to work. 
When you want to go back to the set frequency, first return 
to the original band and then to the original VFO and 
you're back on the set frequency. 


FOR EXAMPLE 

Set “A” VFO to 14.255.0MHz. Set the VFO switch to 
“B” VFO. Switch to the 21MHz band. The frequency 
readout will read 21.000.0MHz. Operate anywhere you 
wish with “B’ VFO. When you want to return to’ 
14.255.0MHz, first switch back to the 14MHz band. Then 
switch to “A’’ VFO and the frequency readout will show 
14.255.0MHz. 


When recalling a memorized frequency be sure to turn OF F 
the dial fast circuit. If the circuit is not turned OFF, the 
memorized frequency’s 1KHz and 100Hz digits will both 
revert to “0”. 


RA-TB/RB-TA 
These positions will allow you to operate split transmit/ 
receive frequencies on the same band. 


EXAMPLE: 

Set “A” VFO to 14.350.0MHz and “‘B’”’ VFO to 14.255.0 
MHz. Then set the VFO select switch to the RA-TB 
position. 14.350MHz will shown on the readout during 
receive (“A” VFO) and 14.255.0MHz during transmit 
(“B’ VFO). You are now receiving on 14.350.0MHz and 
transmitting on 14.255.0MHz. 


Setting the VFO select switch to RB-TAr~ rses the above. 
Changing bands in these modes resets both “A” and “B” 
VFO to the lowest band limit. 


5-1-5 RIT (RECEIVER INCREMEMTAL TUNING) 

By using the RIT circuit, you can shift the receive fre- 
quency +800Hz either side of the transmit frequency 
without moving the transmit frequency itself. Therefore, 
when you get a call slightly off frequency, or when the 
other station’s frequency has shifted, you can tune in the 
frequency without disturbing the transmitting frequency. 
By pushing the RIT switch down once (it’s a spring loaded 
switch) the RIT circuit is turned ON and the RIT LED is lit. 
The receive frequency is shifted with the RIT knob. 


When the RIT knob is in the “O” position, the transmitting 
and receiving frequencies are the same. Rotating the 
control to the (+) side raises the receiving frequency, and 
rotating to the (—) side lowers the frequency. To turn OFF 
the RIT control, again push on the RIT switch and the 
RIT LED will go OFF. When the RIT circuit is OFF, the 
transmit and receive frequencies are the same regardless of 


ps 


the setting of the RIT control knob. 


When the RIT circuit is ON, if the tuning knob is moved by 


one increment, the RIT circuit is automatically pulsed OFF. 
However, this function can be eliminated by changing the 


connecting pins in the driver unit as shown below, in 
case you would like the RIT to remain operational when 
you turn the tuning knob. Or, by continuously depressing 
the RIT switch with your finger while turning the tuning 
knob, the RIT circuit will remain operational while tuning. 


Other things to remember are: The RIT circuit is ope- 
rational when the frequency is locked with the dial lock 
button. The frequency shifted by turning the RIT control 
is not indicated on the frequency display. When the 
transmitting and receiving frequencies differ by more than 
800Hz, use “A” and “B” VFOs as outlined previously. 


5-2 SSB OPERATION 
5-2-1 RECEIVING: 
After connecting an antenna, microphone, etc., set knobs 


and switches as follows. 


POWER SWITCH OFF 


T/R SWITCH RECEIVE {UP) 
VOX SWITCH . OFF (UP) 

ATT SWITCH OFF (UP) 

AGC SWITCH SLOW (UP) . 

NOISE BLANKER (NB) SWITCH OFF (UP) 
MODE SELECT SWITCH USB or LSB 
VFO SWITCH “A” or “B” 
BAND SELECT SWITCH Desired Band 


AF GAIN CONTROL Completely Counter-clockwise 
RF GAIN CONTROL Completely Clockwise 

P.B. TUNE CONTROL Center (12 o'clock) position 
RIT CONTROL Center (12 o’clock) position 


The other knobs are unrelated to receiving and need not 
be set at this time. 


In SSB operation there is both an USB (upper side band) 


. and an LSB (lower side band). LSB is usually used on the 


1.8, 3.5 and 7MHz bands, while USB is usually used on the 


14, 21 and 28MHz bands. Select the mode according to 
the band in which you wish to operate. 


Now turn ON the power switch. The meter lamp will be 
illuminated and the lowest frequency of the selected band 
will be shown on the LED readout. Slowly turn the AF 
gain control clockwise to a comfortable level. Rotate the 
tuning knob until a signal is received. The multi-function 
meter needle will move according to the signal strength, so 
tune for the highest possible meter reading and the clearest 
audio. If you cannot get a clear signal, you may be receiv- 
ing in the opposite sideband. If so, change the mode oun 
to the proper sideband. 


The VFOs in the IC-701 change in 100Hz steps. Therefore 
the maximum possible difference in your receiving fre- 
quency and the received signal frequency is 50Hz. However, - 
for normal voice signal reception, a difference of 50Hz is 
negligible and indeed may be hard to distinguish. Since the 
frequency is changed in 100Hz steps with the IC-701, as 
opposed to continuous variable frequency systems, tuning 
is simplified and more accurate. 


5-2-2 NB (NOISE BLANKER) 

Turn the noise bianker ON (down) when there is pulse type 
noise, such as ignition noise from automobile motors. 
Noise will be suppressed and even weak signals will be 
received comfortably. The noise blanker may not work as 
effectively when there is a strong signal on a nearby fre- 
quency or when there is continuous (not pulse type) noise. 


5-2-3 AGC (AUTOMATIC GAIN CONTROL) 
The IC-701 has a “hang” AGC system which holds the peak 


_ voltage of rectified AF signals from the detector circuit for 


a certain period. _ Therefore, during the pauses in normal 
speech of the received signal, uncomfortable noises wil! not 
be heard. The multi-function meter indicates the peak 
value for a certain period, facilitating reading of the meter 
“S"’ function. 


For normal SSB reception, set the AGC switch in the UP 
(slow) position. Set the AGC switch in the FAST (down) 
Position, when tuning or receiving signals with short interval 
fading. When in the FAST position, the hang AGC circuit is 
turned OFF and the time constant is shortened. Use the - 
FAST position for RTTY reception. 


5-2-4 ATT (ATTENUATOR) SWITCH 

Turn the ATT switch ON (down) when strong nearby 
signals disturb signal reception or make “S” reading dif- 
ficult. in the ON position a 10dB attenuator is inserted 
into the receiving antenna circuit, reducing interfering 
signals and giving more stable reception. In normal 
operation the ATT switch is left in the OFF (up) position. 


5-2-5 P.B. (PASS BAND) TUNING 

Pass Band Tuning is a system in the receive mode to narrow 
the band width (selectivity) of the frequencies that will pass 
through the crystal filter electrically from either the upper 
or tower side continuously by up to 1.5KHz. This is very © 
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oecreet in reducing interference from nearby signals. 


For example, while receiving in the LSB mode, if you get 
_, interference from a lower. frequency (interfering signals are 
high pitched tones), narrow the band width by turning the 
P. B. tuning control counter-clockwise. When the interfer- 
ing signals are low pitched tones, they are from a higher 
frequency, and you should narrow the band width by 
turning the P. B. tuning control clockwise. 


When receiving in the USB mode, the band width is nar- 
rowed in the opposite manner. Interference from a higher 
frequency will be high pitched tones, and the P. B. tuning 
control should be turned clockwise. Interference from a 
lower frequency will be low pitched tones and the P. B. 
tuning control! is turned counter clockwise. 


When ®.B. TUNE knob is taned 
ockyeise. 


This contro! can also be used for audio tone adjustment, so 
it may be set for the most comfortable reception. The Pass 
Band Tune functions only in SSB and RTTY, not in the 
CW mode. 


5-2-6 TRANSMITTING 

Before transmitting, listen in the receive mode to make sure 

your transmission will not interfer with other communi- 

cations. If possible, use a dummy load for adjustment 

instead of an antenna. Set knobs and switches as follows. 
mie 


MIC GAIN CENTER 
COMP CONTROL _ OFF (counter-clockwise til it 
“clicks’’) 


METER SELECT SWITCH ALC 


Other knobs and switches are left in the same positions as 
for receiving. When the T/R switch is moved to transmit, 


or when the PTT (push to talk) switch on the microphone 
is depressed, the transmit LED is illuminated. By speaking 
into the microphone, the meter needle will move according 


’ to the strength of your voice and SSB signals will be - 


transmitted. Set the MIC Gain control so that the meter 
needle stays well within the blue ALC zone at voice peaks. 


Now set the Meter Select switch to the Ic position. The 
meter needle should be at about 300mA with no signals 
into the microphone. Change to the receive mode by 
moving the T/R switch to receive, or release the mi- 
crophone PTT switch. 


5-2-7 HOW TO USE THE SPEECH PROCESSOR 

The IC-701 has. a low. distortion RF Speech Processor 
built into the set. In equipment having tubes for the final 
stage, using an RF Speech Processor causes concern about 
possible tube damage caused by the increase in talk power. 
However, since the !C-701 is completely solid state, includ- 
ing the finals, and designed for heavy duty use, this worry 
is eliminated. The RF Speech Processor also enables 
greater talk power and better results in DX operation. 


_ Follow the steps below for use of the RF Speech Processor: 


MIC GAIN CONTROL 

TURN FULLY CLOCKWISE 

METER SELECT SWITCH 
ALC POSITION 

COMP CONTROL 
TURN FROM THE OFF POSITION UNTIL IT 
“CLICKS” ON 


Switch to transmit and turn the COMP contro! slowly 
clockwise while speaking into the microphone until the 
‘meter needle moves within the ALC blue zone. (usually 
about 2/3 clockwise) 


Set the meter select switch to the COMP position. Speak 
into the microphone while transmitting. Turn the MIC gain 
control down (CCW) so that at the voice peaks, the meter 
needle is close to “0” on the COMP scale. . 


Further reduction of the MIC GAIN controi to a point 
where the meter just moves in both COMP and ALC 
Positions yields the best voice quality and maximum peak 
(not average) power output. 


The mic gain and compression levels vary on different 
bands, so it will sometimes be necessary to repeat the above 
procedures carefully for the best result. 


The COMP contro! should be turned OFF or MIC carefully 
set for minimum comp as below for all communications 
other than DX operation for a very natural voice quality. 


5-2-8 HOW TO USE THE VOX CIRCUIT 
The IC-701 has a built-in VOX (voice operated relay) which 
allows automatic T/R switching by voice signals into the 


‘microphone. For VOX use, set the knobs inside the top 


me 


access cover as follows: 


VOX GAIN CONTROL 

FULLY COUNTER-CLOCKWISE 
ANTI VOX CONTROL 

FULLY COUNTER-CLOCKWISE 
VOX DELAY CONTROL 

FULLY CLOCKWISE 


Turn the VOX switch on the front panel to the ON (down) 
position. Leaving the T/R switch in the receive position 
and without pushing the PTT switch, turn the VOX gain 
control clockwise while speaking into the microphone. At 
a certain point, the T/R switching circuit will be activated 
by your voice. This is the proper position for the VOX 
Gain control. Set the VOX Gain control at a level which 
provides for T/R switching at your normal voice level. 
Transmit-release time (the time delay before the set auto- 
matically returns to receive when you stop talking) is 
controlled by the VOX delay control. Turning the control 
counter-clockwise makes the time shorter. Set it at a 
position which is comfortable and which allows for short 
Pauses in normal speech. 


Adjust the ANTI VOX control so that the VOX circuit is 
not activated by sounds from the speaker by turning the 
control clockwise while receiving a signal. 


5-3 CW OPERATION 


5-3-1 RECEIVING 

For CW reception, set the MODE Select Switch to the CW 
or CW-N position. Other switches and knobs are set the 
same as for SSB reception. The Pass Band Tune circuit is 
preset internally for CW reception, therefore, when the 
MODE Select Switch is set at the CW or CW-N (CW 
NARROW) position, the Pass Band tuning control on the 
front panel is inactivated. 


In addition to a crystal band pass filter, an audio active 
filter is built-into this unit. When the MODE Select Switch 
is set at the CW-N position, this audio filter is activated and 
the total selectivity of CW reception is improved. Also, 
with this filter, internal noise is reduced for comfortable 
CW reception and an improved signal to noise (S/N) ratio. 


5-3-2 TRANSMITTING 


“Insert the keyer plug into the KEY Jack on the rear panel 


of the unit, and set knobs and switches as follows: 


COMP CONTROL OFF (Fully counter-clockwise) 
METER SELECT SWITCH Po POSITION 

Other knobs and switches are set the same as for CW 
reception. 


By setting the T/R switch to Transmit, the transmit LED 
is lit and shows that you are ready for CW transmission. 
When you key the keyer, the meter needle moves and your 


CW signal is transmitted. To decrease the transmitting 
power, turn the COMP Control clockwise to ON and rotate 
to adjust while watching the meter needle on the Po scale 
for the desired output power. 


5-3-3 CW MONITOR 

When keying, the side tone oscillator circuit is activated 
and a 900Hz tone is heard from the speaker. The loudness 
of this tone is adjusted by rotative the CW MONI Control, 
located under the access cover. Rotating the CW MONI 
Control clockwise makes the tone louder. (In the receive 
mode, this side tone is audible and can therefore be used 
for Morse Code Practice, adjustment of the keyer, etc.) 
To receive again, place the T/R switch in the receive 
position. 


5-3-4 SEMI BREAK-IN OPERATION 

The IC-701 has Semi Break-In CW capability when using 
the VOX function. When keying, the unit is automatically 
set in the transmit mode. After keying, it is returned to the 
receive mode, also automatically, after a given transmit- 
release delay time constant. Leave the T/R switch in the 
Receive position, and set the VOX switch in the ON (down) 
Position. 


The transmit release delay time constant is set by adjusting 
the CW DELAY Control located under the access cover. 
Turning the CW DELAY Control clockwise will make the 
transmit release time longer. Set for your keying speed. 


5-4 RTTY OPERATION 


For RTTY operation, a teletypewriter and a demodulator 
(terminal unit) which is operational with audio input are 
necessary. Any demodulator with 2125/2295Hz (narrow, 
170Hz shift) or 2125/2975Hz (wide, 850Hz shift) filters 
can be used with the IC-701. You can select NARROW or 
WIDE shifts by setting the RTTY SHIFT Switch, located 
under the Access Cover, to N or W. Fine adjustment of the 
MARK frequency can be accomplished by rotating the 
NARROW or WIDE variable resistors, located behind the 
RTTY SHIFT Switch. ; 


5-4-1 RECEIVING 

Audio signals for the demodulator can be supplied from 
Pin 4 of the ACC socket on the rear panel, or from the 
PHONES jack on the front panel. The level of the audio 
signals from Pin 4 of the ACC socket does not vary by 
turning the AF GAIN Control. 


Set the MODE Select Switch to RTTY. The frequencies 
for NARROW shift are 2295Hz for MARK and 2125Hz for 
SPACE. For WIDE SHIFT, they are 2975Hz for MARK 
and 2125Hz for SPACE. 


If you have an AFSK generator, set the MODE Select 
Switch on LSB for RTTY operation. Then the frequencies 
for NARROW SHIFT are 2295Hz for SPACE and 2125Hz 


for MARK. For WIDE SHIFT, they are 2975Hz for 
SPACE and 2125Hz for MARK. Also turn the P. B. Tune 
control fully clockwise for clear reception. 


5-4-2 TRANSMITTING 

For Keying of the FSK (Frequency Shift Keying) circuit, 
insert a high speed relay’s coil into the loop current circuit 
of the teletypewriter and connect the relay contacts to Pins 
8 and 9 of the ACC socket on the rear panel. The relay 
contacts make during the SPACE and break during the 
MARK. 


When a high speed relay is used 


ACC SOCKET ORTTY 
DEMODULATOR 
(TU) 


When a level converter for TTL level signals is used, connect 
the output of the converter to Pins 8 (ground) and 9 of the 
ACC socket. Apply HIGH level (5V) signals for the MARK 
and LOW (OV) signals for the SPACE. When using an 
AFSK generator that has 2125Hz for MARK and 2295Hz 
(2975Hz in wide shift) for SPACE, connect the output 
signals for the AFSK generator to the MIC connector on 
the front panel and turn the MODE Select switch to the 
LSB mode. In this case, you can use the VOX operation 
available in the SSB mode, so receive to transmit change 
over is very easy. 


uTY 
MACHINE 
SELECTOR 
MAGNETS 


LOOP CURRENT 
POWER SUPPLY 


When a level converter is used 


ACC SOCKET 


LOOP CURRENT 
POWER SUPPLY 


LEVEL CONVERTER 


When an AFSK generator is used 


PHONES 
JACK ~~ ™® 


MIC 
CONNECTOR 


5-5 OTHER OPERATIONS 


5-5-1 VSWR READING 

The IC-701 has a built-in VSWR meter for checking antenna 
matching in order to avoid problems caused by VSWR. 
Set the METER Select switch to the Po position, the T/R 
switch to Transmit, and Mode switch to the RTTY position. 
Adjust the SWR SET control so that the meter needle 
points to “SET” on the meter scale. Set the SWR switch, 
located under the access cover, to the SWR position. 
(Before your unit is shipped, the SWR switch is fixed in 
place in the SET position with a plastic screw. Remove 
this screw before trying to make VSWR readings). With 
the switch in the SWR position, SWR reading can be seen 
on the meter. Although this unit is built to handle VSWR 
of up to 2:1, it is recommended that the antenna(s) be 
adjusted for the lowest possible VSWR. After taking the 
reading, return the switch to the SET position. ALSO BE 
SURE THAT THE ANTENNA IMPEDANCE IS 52 OHMS 
OR THERE MAY NOT BE ANY OUTPUT. OTHERWISE 
THERE WILL BE DAMAGE TO THE TRANSCEIVER. 


The final transistors used in the IC-701 are of good design 
and are protected to a resonable extent by circuits 
incorporated in the set. These devices can be expected to 
have an indefinite lifetime since there are no cathodes to 
burn out. Under some conditions, however, they can be 
abused beyond tolerance and may have to be replaced. 


When in doubt about antenna systems, use the lowest 
power setting possible to achieve meaningful readings. Use 
a good tuner or transmatch when necessary. Always use 
caution and exercise judgement when testing RF power 
generators. 


5-5-2 AUTO DIMMER 
For optimum visual comfort, the meter lamp and frequency 


ae Ih DEMODULATOR 


LOOP CURRENT 
POWER SUPPLY 


MACHINE 
60mA or 20mA LOOP 


AFSK 
GENERATOR 


display LEDs are automatically dimmed and brightened 
depending on the brightness or darkness of the surrounding 
light by use of a built-in Dimmer Photosensor, located on 
the right side of the frequency display on the front panel. 
For the AUTO DIMMER to function properly, take care 
that the dimmer photosensor is not covered by your hand 
or other object. 


The threshold for the functioning of the AUTO DIMMER 
can be adjusted by turning the DIM GAIN Control, located 
under the access cover. Rotating the contro! counter- 
clockwise will lower the operation threshold of the circuit. 
The circuit can be turned OFF by the DIM switch located 
also under the access cover. 


5-5-3 WWV RECEPTION | 

To receive WWV (or other standard frequency station), set 
the BAND SELECT switch to the 14MHz band and the 
MODE switch to the USB or LSB position. Tune to 
15.000.0MHz on the frequency display. The WWV signal 
can be used for alignment of a frequency counter, marker 
oscillator, or the frequency display. 


5-5-4 SIMPLE FREQUENCY ALIGNMENT 

A very accurate frequency counter is necessary to align the 
frequency of the IC-701. However, the frequency can be 
aligned simply by receiving the WWV signal. 


1. Set the frequency display to 15.000.0MHz and be sure 
that you are receiving the WWV signal. 


2. Set the Mode Select switch to CW. A 900Hz beat can 


be heard. 

3. Short the KEY Jack on the rear panel so that the CW 
sidetone also becomes audible. 

4. Rotate the FREQUENCY SET Control, located under 
the access cover, so that the two tones are of the same 
pitch. If the tones are difficult to adjust because of a 


-7— 


difference in their strengths, adjust the CW sidetone level 
with the CW MONI control, also located under the 
access cover, until the strengths are the same. 


WHEN ALIGNING THE FREQUENCY, DO NOT PUT 
THE UNIT IN THE TRANSMIT MODE. 


Be sure the T/R switch is in the Receive position, the VOX 
switch is OFF, and that you do not touch the PTT switch 
on the microphone. 


5-5-5 SATELLITE COMMUNICTION 
At present there are two active satellites for amatuer radio 
use, though more are being planned. AMSAT OSCAR 7 


5-5-6 RECEIVE ANTENNA TERMINALS 

The RECEIVE ANT IN jack is connected to the input 
terminal of the receiving section, and the RECEIVE ANT 
OUT jack is connected to the antenna connector through 
the internal T/R antenna switching circuit. These two jacks 
are normally jumpered with a cable, but can be used with: 


1. A receiving pre-amplifier 

2. A separate receiver 

3. Separate receiver and transmitter antennas. 

If you wish to use a receiver pre-amplifier, connect it 


between the receiver input and antenna output terminals. 


CONNECTION OF A PRE-AMPLIFIER 


ANTENNA 


was launched in November, 1974, and AMSAT OSCAR 8 
was launched in March, 1978. Satellite communications 
can be made by using an IC-211/211E for transmitting and 
an IC-701 for receiving. For operation of the IC-211/211E 
and the IC-701 and for frequency information, refer to the 
chart below. 


Since communication satellites are moving at very high 
speeds, the down-link signals can be heard on a higher 
frequency than the real frequency as a satellite approaches, 
and on a lower frequency as it travels further away. 
Further information on communicating through satellites 
can be found in various amateur radio books and 
periodicals. ; 


AO-7 - AO-8 FREQUENCY CHART 
MODE A 
UP LINK DOWN LINK 
FREQUENCY FREQUENCY 
145.85MHz 29.4MHz 

i i 
29.5MHz 


145.95MHz 
BEACON FREQUENCY 
AO-7 29.502MHz 
AO8 29.402MHz 


lf a separate receiver is used, connect it to the receiver 
antenna output terminal. For a separate receive antenna, 
connect it to the receiver input terminal. 


RECEIVE ANT | 
RECEIVER fs) ANT 
? IN. OUT 


TRANSMITTER 


PRE-AMPLIFIER 


D INPUT TERMINAL 


® OUTPUT TERMINAL 


CONNECTION OF A SEPARATE RECEIVER® 


ANTENNA 


SEPARATE RECEIVER 


(@) ANTENNA TERMINAL. 


Ar 


@® MUTE TERMINAL’ ~*~ 


- ree 


Connect.a 12V small relay between Pins 2 and 3 of ACC socket, and Lae GHA KS 
control the separate receiver by contacts of the relay. i 


CONNECTION OF SEPARATE ANTENNAS 5-5-7 CONNECTION OF A LINEAR AMPLIFIER 


ACC SOCKET 


ere Faccstatciel Connect the output connector (ANT) to the input of the 
ANTENNA.” ANTENNA linear amplifier. If the linear does not have an RF sense 
; “dine, it will be necessary to°use the circuit shown below to 
key the Amplifier. If ALC is available from the amplifier, 
_it should be of negative polarity and about 5 volts peak 
for complete shut down. The ALC.voltage should be 
connected. to the ALC connector of the. IC-701 and the 
ALC connector of the amplifier. 


INPUT 
T/R. ALC 


Adjust for F 
proper ALC level 


Makes during 
transmit 


wee eee ee 1 


112 Volt 
! small relay: . 


— ee ee oe ee ee ee ce ee ee ee od 


L 
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5-5-8 CONNECTION OF ACCESSORY SOCKET 
Various adapters can be used through terminals in this 
SOCKET for frequency control input, modulation output, 
receiver output, T/R change-over control and so on. The 
table below shows terminal connections of this connector. 
Care should be taken not to apply voltages other than —0.5 
V to +5V to terminals between No. 14 and No. 24 as they 
are connected with the C-MOS IC. 


Outside view 


ACC SOCKET CONNECTIONS 


Ray gh so FUNCTION Pa] 


NC (no connection) 
13.8 Volts DC in conjunction with the power 
switch operation. 

Connected to Push-to-talk, T/R change-over 
switch. When grounded, the set operates in the 
transmit mode. 

Output from the receiver detector stage. Fixed 
output regardless of AF output or AF gain. 


SECTION 6 THEORY 


vel Funeriow 


Output from Transmitter MIC amplifier stage. 

8 Volts DC available when transmitting. (relay 
can not be directly actuated.) 

Input for external ALC voltage. 

Ground 

Input for RTTY keying (MARK: HIGH level, 
SPACE: LOW level). 

8 Volts DC available when the 28MHz band 
-is selected. 

Input for TRANSVERTER control. When 8 
Volts DC is applied, set can operate with a 
transverter. 

Output reference voltage for band switching. 
INPUT/OUTPUT for external band switching. 
CKE Output HIGH level at band edge. 

LOCK Input to lock dial externally. 

UDC Input to control Up/Down counter 
externally. 

SCAN Input to scan frequency. 

CL Input to clear frequency. 

FCL Input to clear counter in specified digit 
and input for MSB data. 

KO Input for frequency control data. 

K1 Input for frequency control data. 

K2 Input for frequency control data. 

K4 Input for frequency control data. 
K8 Input for frequency control data. 


OUT LINE 
The !IC-701 employs a digital phase locked loop (PLL) 
circuit as the local oscillator for both transmit and receive. 
The output of the PLL circuit is approximately 9MHz 
above the receive frequency, thereby spurious is kept to a 
minimum. 


The frequency is determined as follows. A pulse generated 
by the optical chopper circuit, located at the tuning knob, 
is digitalized by the up/down counter in the LSI (ICOM’s 
custom developed Large Scale Integrated circuit) and used 
to control a programmable divider, also located inside the 
LS! chip. The programmable divider controls the PLL 
circuit which determines the output frequency of the VCO 
(Voltage Controlled Oscillator). 


in the receiver section, signals from the antenna are mixed 
with the local oscillator output from the PLL circuit. 
After passing through the pass band tuning circuit, the 
signals are amplified then detected to become audio signals, 
amplified again and sent to the speaker. 


The transmitter uses a carrier of 9.013MHz for USB and 
9.010MHz for LSB. The carrier and the voice signal are 
sent to a balanced modulator where the DSB suppressed 


carrier signal is generated. The unwanted sideband is 
removed by a crystal filter, and an SSB signal of 9.0115MHz 
is obtained. This SSB signal is mixed with the local 
oscillator output from the PLL cireuit, which is the same 
as that of the receiver section, and then amplified, filtered, 
and sent to the antenna. 


6-1 RECEIVER 


6-1-1 RF AMPLIFIER AND MIXER CIRCUIT 

A signal from the antenna is passed through the ALC and 
filter units and applied to the antenna switching circuit 
located on unit “B’’. During reception, Q17, the antenna 
switching transistor, is ON, thus forward biasing D25 and 
D26. The incomming signal passes through these diodes, 
through the external receive antenna jumper, and is fed to 
the attenuator circuit. If the attenuator switch on the 
front panel is in the ON position, the signal passes through 
the attenuator and is attenuated 10dB. The signal is then 
fed to the RF unit through J3. If the attenuator switch is 
in the OFF position, the signal is fed directly to J3. D22 
through D33 are switching diodes for the input and output 
signals through their respective RF circuits depending on 
the band selected. O15 through Q20 are dual gate MOS 
FET amplifiers. The incomming signal is fed to the first 


gate, and AGC voltage is fed to the second gate to increase 


the dynamic range of the amplifier.. The signal is then 
passed through a Schottky Diode double balanced mixer 


composed of D11 through D14 where it is mixed with the_ 


local oscillator signal from the VCO. From the mixer, the 
resultant 9.0115MHz signal passes through a monolythic 
filter, having a bandwidth of 10KHz, and to the first gate 
of amplifier, Q3. AGC voltage from pin 6 of J7 is fed to 
the second gate of O3 as it is to the gates of Q15 through 


Q20. 


6-1-2 NOISE BLANKER CIRCUIT ) 

The noise blanker circuit is composed of O8 through 012. 
Noise amplified by Q8-010 is detected by Q20 and Q21 
and applied to the base of Q12. Since the collector of Q12 
is connected to the bias circuit of D1 and D2, when Q12 
conducts because of detected noise, it shuts off D1 and D2, 
cutting off the noise. Therefore only clean signals are fed 
through J1 to the IF circuit. 


6-1-3 PASS BAND TUNING CIRCUIT 

A VXO circuit composed of Q1, Q2, X1 and D4 in the “A” 
unit. The bias voltage of D4 is changed by turning the Pass 
Band Tune control, located on the front panel, which 
varies the VXO frequency (19.7615MHz) by +1.5KHz. 
Signals from J1 in the RF unit are fed through J1 in the 
IF circuit to L5, then through FL1, a crystal filter. FL1’s 
center frequency is 9.0115MHz with a band width of 


(9.0115+1.2KHz), when mixed with the VXO center 
frequency (19.7615MHz) result in signals of 10.7512MHz 
to 10.7488MHz (10.750MHz+1.2KHz), all signals will 
pass through the filter. 


A: P.B.TUNE centered 


® Output Signals : Pass band of - Output Signals 
of FL1 FL2 of IC4 
Output Signals 
of IC3 
-=—2 —1 0 +142 —2 —1 0 +1 42 —2 -1 0 +1 42 
9.0115 (KHz) 10.75 (KHz) 9 0115 (KHz) 
MHz MHz MHz 


Turning the Pass Band Tune control fully clockwise, the 
VXO frequency will become 19.7630MHz (19.7615+1.5 
KHz). When mixed with the incomming 9.0115MHz 
signals, the resultant frequencies become 10.7503MHz to 
10.7527MHz. Since the upper frequency pass band limit 
of the filter is 10.7512MHz, not all the signals will be 
passed by the filter. Only the signals between 10.7503MHz 
and 10.7512MHz, the upper limit, will be passed. As you 
can see, the pass band has been narrowed to 900Hz to one 
side of the center frequency of the filter. Therefore, all 
signals outside the 10.7503MHz to 10.7512MHz range will 
not pass through the filter. 


+1.2KHz. From the filter, the signal is fed to Q10, where 


it is amplified and fed to the balanced mixer, 1C3, where © * P-B-TUNE fully clockwise 


Pass a of @ Output Signalsof © 
L2 IC3 


the 9.0115MHz signal is mixed with the 19.7615MHz VXO Odipar Gite Sirale 
signal. From the balanced mixer, the resultant 10.750MHz Signals of pe A wd of 1C4 
signal is fed through FL2, a crystal filter having a center sees ' H 

frequency of 10.750MHz and a band width of +1.2KHz. l 

This 10.750MHz signal is then again mixed with the VXO on 

frequency, to result in the original 9.01 VONIN2 signal to be i 

fed to the IF amplifier circuit. 

= ei = Ne OerElie2 —2 -1 0 +1+2 +43 =2tol ehetetict2 
The diagrams will explain the operation of the Pass Band Me ae Mie ) we Nee is 


Tuning in more detail. 


By turning the pass band tuning contro! in the fully 
counter-clockwise position, the VXO frequency becomes 
19.760MHz. The 10.750MHz signals from the mixer will 
be from 10.7497MHz to 10.7473MHz. Again with the 
10.7512MHz to 10.7448MHz pass band width of the filter, 
not all signals will be passed. Only those between 10.7497 
MHz to 10.7488MHz will be passed. Again, the pass band 
has been narrowed to 900Hz and offset to the opposite 
side of the center frequency of the crystal filter. 


9.0115MHz +1.2KHz 


C : P.B.TUNE fully counter-clockwise 


® Output Signal @® Pass band 
Output of IC3 ' of FL2 Output Signals 

In the diagrams, “A” represents the 10.750MHz signals that hier — - of 1C4 
are the result of mixing of the 9.0115MHz input signals 
with the 19.7615MHz VXO signal in 1C3. These 10.750 \ 
MHz signals are represented by the solid line. The dotted : 
line represents the pass band of the second crystal filter, lay ' 
FL2. With the Pass Band Tune control in the center —p _| 0 AEYH+2:15 = 9-2 Rilke 42 —2—T OI +42 
position, signals between 9.0127MHz and 9.0103MHz oe (KHz) rile (KHz) (en 0115) (KHz) 


This action, and what this circuit really can do for you is - 


better explained with an example. 


If you are receiving a signal, whose frequency at the input 
of the mixer is 9.0115MHz and another signal whose 
frequency is 9.0125MHz is present, after being mixed with 
the 19.7615MHz VXO frequency (center frequency) the 
resultant frequencies are 10.750MHz, the signal you are 
listening to, and 10.7490MHz, the other signal. Both are 
within the pass band of the filter, and therefore, both will 
be heard. However, by turning the pass band tune control 
until the VXO frequency reaches 19.7605MHz, the 9.0125 
MHz interfering signal when mixed with the VXO frequency 
will have a resultant frequency of 10.7480MHz, which is 
out of the pass band of the filter. The signal you are listen- 
ing to, however, when mixed with the VXO frequency 
becomes 10.749MHz. This is within the pass band of the 
filter, and when mixed again with the VXO frequency in 
the next stage, becomes it’s original 9.0115MHz signal and 
is sent to the IF amplifier. You have pushed the interfering 
signal out of the pass band of the filter, and therefore 
eliminated it and the interference it caused. 


In the CW mode (CW or CW-N position of the MODE 
switch), a fixed bias voltage is applied to D4 of the VXO 
circuit, so the VXO frequency shifts to 19.7634MHz 
(+1.9KHz). The bandwidth then becomes +250Hz for 
clear CW reception. © 


The signal which has passed through the pass band tuning 
circuits are amplified by Q11 and Q12, dual gate MOS 
FET’s. AGC voltage is applied to the second gate of both. 
The amplified IF signal is then sent to the detector circuit. 


6-1-4 DETECTOR CIRCUIT 

The detector circuit is composed of !C2, a differential 
amplifier that consists of a pair of similar input circuits 
and a constant-current source. The IF signals are fed to 
the both input circuits of 1C2 180 degrees out of phase, 
and the BFO signal is fed to the constant-current source. 
The detected audio signal is sent to the CW AF filter circuit 
and the AF amplifier circuits through the MODE switch. 


6-1-5 BFO CIRCUIT 

The BFO circuit is composed of Q18 to Q20 and crystals 
X1 and X2, all located onthe ““B’”’ unit. Q19 is the crystal 
oscillator, Q18 is the buffer, and Q20 is the FSK 
(Frequency Shift Keying) keyer for RTTY. 


The crystals are switched by D12 and D13, and the 
oscillation frequencies are shifted by D14 to D18, according 
to the mode used. Crystal X1 (9.013MHz) is used for USB 
transmitting and receiving, CW-receiving, and RTTY receiv- 
ing. Crystal X2 (9.010MHz) is used for LSB transmitting 


and receiving, CW transmitting, and RTTY transmitting. 


In the RTTY transmitting mode, the bias voltage to D19 (a 
varicap) is changed according to the MARK and SPACE 
RTTY signals, by Q20. S3 (RTTY shift switch) changes 
the shift width for Narrow (170Hz) shift, and Wide (850Hz) 
shift. 


BFO FREQUENCY CHART 


P.B.TUNE FULLY CLOCKWISE 


P.B.TUNE FULLY 
COUNTER-CLOCKWISE 


CW PASS BAND 


RTTY MARK| CW (T) 
(WIDE)} RTTY SPACE 
9.01155MHz | 9.0124MHz 


Cw (R) RTTY (R) 
9.0132MHz 9.014525MHz 


RTTY MARK 
(NARROW) 
9.01223MHz 


USB 
9.013MHz 


RECEIVE LSB 9.010 MHz 
USB 9.013. MHz 
CW 9.0132 MHz 
RTTY 9.014525MHz 


9.010 MHz 
9.013. MHz 
9.0124 MHz 


9.0124 MHz (SPACE) 
9.01223 MHz (170MARK) 
9.01155 MHz (850MARK) 


TRANSMIT 


6-1-6 CW. AF FILTER CIRCUIT 

After detection, the audio signal is applied to IC6. Next, 
the signal is fed to a CW AF filter composed of high and 
low pass filters. The filters have a pass band of about 
800Hz +100Hz. If the mode switch on the front panel is 
turned to CW-N, the signal passes through this band pass 
filter and goes to the audio amplifying section in the next 
stage. During other modes, the detected output is directly 
applied to the audio amplifier circuit. 


6-1-7 AUDIO AMPLIFIER CIRCUIT 

The audio amplifier circuit is composed of 044 to Q46. 
The amplified signal passes through an AF gain control on 
the front panel, and then goes into Q27, an audio low pass 
filter, where signal components above 3KHz are removed. 
After that, the signal is amplified in the audio power 
amplifier circuit, 1C1, which then drives the speaker. 


6-1-8 AGC CIRCUIT 

The AGC circuit is composed of 028 to Q36 on the “A” 
unit. After detection, for CW-N after passing through the 
CW AF filter, the AF signal is amplified by Q28. It then 
undergoes peak hold detection by detector Q32. The 
detected DC voltage charges C101 and C102. The DC 
voltage is then amplified further by Q33 and Q34. Thus, 
the AGC voltage for RF and IF amplifier circuits is 


<9) a 


obtained from the collector of 034. 


When the AGC switch is in the SLOW position, the output 
signal of Q28 is fed to another peak hold detector, O29. 
The detected DC voltage charges C99 and switches Q30 ON 
and Q31 OFF. When the input signal is removed, the 
charged voltage of C99 is discharged through R159 and Q31 
is switched ON, and the charged voltage in C101 and C102 
is discharged through R164 and Q31. Thus the AGC 
voltage is held during the time constant of C99 and R159. 


When the AGC switch is in the FAST position, —9 Volts is 
applied to the base of Q30, turning it OFF, and turning 
Q31 ON. Therefore the AGC voltage does not hold, and 
the AGC release time is determined by C101 and R192. 
The AGC attack time varies with the mode of operation, so 
when the mode is changed, so are the determining fixed 
resisitors. ©101 and C102 are the capacitors that are in the 
circuit for all modes, and determine the time constant along 
with the following resistors: For USB and LSB, R166 and 
R192 (in paralell), both of which are located on the “A” 
_ unit. For CW and RTTY, R192 and R48, which are located 
on the mode switch (in series); As the time constant circuit 
may be charged during transmit, Q35 is designed to be ON 
during transmit time, through D33, and shunts C101 and 
C102. When the power is turned ON, a pulse through R173 
and C103 turns ON Q35 temporarily to discharge C101 and 
C102 in order to allow the AGC voltage to recover to a 
non-signal bias state. ; 


Q36 superimposes the RF Gain control voltage on the AGC 
line by way of the emitter follower, forming a threshold- 
type RF gain control. As the RF AGC circuit operates as 
the ALC circuit during transmit, Q36 is biased through D31 
to remove interference troubles. 


INPUT SIGNAL of IC1 


HIGH 
MIC GAIN 


OUTPUT SIGNAL of !C1 


6-2 TRANSMITTER 


6-2-1 MICROPHONE AMPLIFIER CIRCUIT 

Voice signals from the microphone are passed through the 
MIC Gain contro! on the front panel and applied to Q17, 
the ALC attenuator, located on “A” unit. The ALC 
voltage is applied to the gate of Q17, which changes the 
source-to-drain impedance. Accordingly, the ALC controls 
the voice signal passing through Q17. The signal is then fed 
to amplifiers Q15 and O16 and then sent to the balanced 
modulator. 


6-2-2 BALANCED MODULATOR CIRCUIT 

IC5 is a balanced modulator where the BFO signal, fed 
through Pin 10, and the voice signal, fed through Pin 4, 
result in a double side band signal output from Pins 6 and 
12. When the mode switch is in the CW, CW-N or RTTY 
mode, power for the MIC AMP circuit is turned OFF and 
therefore, the voice signal is not applied to IC5. Instead, 
a voltage from D23 is applied to Pin 4, IC5 loses balance, 
and the BFO signal becomes the output. This signal is used 
for the carrier in CW and RTTY operation. During RTTY 
operation, the frequency is shifted according to the keying 
in the BFO. During CW operation, a key is connected to 
the base of Q14. The key turns Q14 ON and OFF at the 
keying rate, therefore, turning OFF D22 and the carrier, 
ON and OFF at the keying rate. 


When the speech processor circuit is not used, the output 
signal of 1C5 (DSB signal) is fed to the crystal filter FL1 
through D21, D22 and D34. FL1 cuts the unwanted side 
band of the DSB signal and the output is a Single Side 
Band signal. (CW and RTTY signals pass through FL1 as 
unchanged wave forms). From the filter, the signal is sent 
to the RF unit through P1. 


OUTPUT SIGNAL of FL1 


LOW COMP LEVEL 
(Low Drive Level) 


m T M 
TM HEM, 
Ponta 


HIGH COMP LEVEL 
(High Drive Level) 


Limiting LOW COMP LEVEL 
Level (Low Drive Level) 


HIGH COMP LEVEL 
(High Drive Level) 


hs 


When the speech processor circuit is used, the output signal 
of IC5 is fed to the speech processor circuit through D22 
and D13. 


' 6-1-3 SPEECH PROCESSOR CIRCUIT 


The speech processor circuit uses the pass band tuning 
circuit. While transmitting with the processor ON, a DSB 
signal output in the balanced modulator is passed through 
D22 and D13, and applied to IC3, where it is mixed with 
the VXO output frequency of 19.7615MHz. It passes 
through the crystal filter FL2 and becomes an SSB signal 
of 10.750MHz. This signal is mixed with the VXO output 
at I1C4 again to become an SSB signal of 9.0115MHz, 
amplified by Q11, and passed to 1C1. Q11 as well as Q12 
and D19 are in the compressor level detection circuit, and 
the output for the compressor level indicator is obtained 
from the source of Q11. IC1 is the limiting circuit, and it 
clips signals above a fixed level, as shown in the figure on 
page 23. 


O4 is the drive level control circuit. By turning the COMP 
(compressor) control, the bias voltage is changed and gain 
is controlled. Some splatter is included in the signal which 
has passed through the limiter circuit, but this is completely 
removed by the crystal filter FL1, and the final signal is 
a clean and powerful SSB signal. 


In the CW and RTTY modes, the speech processor circuit 
works the same as in the SSB mode, and the output power 
is adjustable from O to about 100 Watts by turning the 
COMP control knob. 
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6-2-4 TRANSMIT MIXER CIRCUIT 

The output from P1 of the ‘’A” unit is passed to J1 on the 
RF unit, and after passing through the T/R switching diode, 
D4, it is applied to Q1, the attenuator of the drive level 
control for each band. Each band has its own drive level 
control in the RF amplifier circuit. In order to conpensate 
for this, the voltage fixed at R92 to R97 is applied to the 
gate of Q1, and proper drive for each band is obtained. 


The output is mixed with the VCO output frequency in the 
Schottky diode double balanced mixer circuit composed of 
D5 to D8, and the output becomes the final transmitting 
frequency. The mixed output is fed to RF amplifier 
through the T/R relay RL1. 


6-2-5 RF AMPLIFIER CIRCUIT 

The mixed output is applied to the RF amplifier circuit 
(the same one as is used in the receiver section) composed 
of Q15 to Q20 which are set for each band. L20 to L25 
and L26 to L31 are multiple coupled resonant coils which 
are staggered to obtain a flat wide band pass. The output 
is fed through T/R switch diode D41, and is amplified by 
Q9, the predrive circuit in the next stage, to a level of 
about 50 milliwatts. This is then fed to J6. 


6-2-6 TRANSVERTER OUTPUT CIRCUIT 
When a transverter is used for VHF or UHF operation, 
connect the input/output cable from the transverter to J4, 
X-verter Jack on the rear panel. Also apply +8 Volts DC 
to pin 11 of J1 (ACC socket) on the rear panel. 
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in the receiving mode using the transverter, +9 Volts DC 
is applied through a 470 ohm resistor to J4, superimposed 
on the incomming signal from the transverter. Then D18, 
Di9, and D40 are turned ON, and D28 to D33 of the RF 
amplifier circuit for each band are turned OFF by +9 Volts 
DC from J4, and D41 is turned OFF by +8 Volts DC from 
pin 11 of J1. Thus the incomming signal from the tran- 


‘sverter is fed to the mixer circuit composed of D11 to D14, 


through J4, D18, 019, and D40. 


In the transmitting mode, J4 is grounded for DC, then D16, 
D17 and one of D28 to D33 are turned ON and D40 is 


turned ON and D41 and Q2 are turned OFF by +8 Volts 
‘from Pin 11 of J1. Thus T/R relay RL1 turns to the 


transmit side so the mixed SSB signal from the transmit 
mixer circuit is fed to the RF amplifier circuit, and the 
amplified signal is sent to J4 through D16 and D17. 


The output level is about 200mV across a 50 ohm load. 


6-2-7 EXCITER CIRCUIT 

The output from the RF unit J6 is applied to Q1 on the 
“B’’ unit and amplified class A to about 500mV. L3 and 
R6 are negative feedback circuits for obtaining the wide 
band characteristics from 1.8 to 30MHz. This signal is 
amplified class B push pull to about 7 Watts by Q2 and Q3. 
The junction voltage of D2 and D3 is amplified by Q9 and 
applied to the bases of Q2 and Q3, from the emitter of O9, 
for the bias voltage. 


D2 and D3 are connected to the cases of Q2 and Q3 
respectively, and compensate the bias voltage by the 
temperature of Q2 and Q3. L8, L9, R10, and R11 are 
negative feedback components for obtaining a wide fre- 
quency range. 


6-2-8 FINAL POWER AMPLIFIER CIRCUIT 

The 7 Watt signal from the exciter stage is amplified class 
B push-pull in the final amplifier stage transistors, Q1 and 
Q2 of the PA unit to a level of about 100 Watts. Bias 
voltage is treated by D1, D2 and Q3, the same as D2, D3 
and Q9 of the “B’” unit, and fed to the bases of Q1 and 
O2. 14, R7, to R10, C3, C4 and C8 are negative feedback 
circuits. 


6-2-9 ANTENNA SWITCHING CIRCUIT 

The Antenna switching circuit is composed of D24 to D26, 
Q4 and O85 located on the “B” unit. Q4 is ON when the 
voltage for transmit (+9V) is applied to it’s base through 
R14 during transmit. Accordingly, Q5 is turned ON, which 
turns on D24 which passes the RF. Q17 is OFF since it’s 


emitter voltage is 0, and D25 and D26 are cut OFF. The . 


signal from the PA unit is conducted to the filter section 
through D24. In this case, the high frequency voltage is 
rectified by D25 and D26 and this voltage, about 80V, is 
fed to the cathode of D25. This reverse biases D25 and 


D26 and turns them OFF, so output signals do not feed 
into the receive section. 


in the receive mode, the base of 04 goes to OV, so 04 and 
Q5 are turned OFF, and —9V is applied to D24 through 
R19 and R108, thus D24 is turned OFF completely. Also 
+9V is applied to D25 and D26, through 017 and R70, so 
D25 and D26 are turned ON, thus incoming signals are 
fed to the receiving section. 


6-2-10 LOW PASS FILTER CIRCUIT 

The PA output, which has passed through the antenna 
switching circuit, is fed through the low pass filter of the 
filter unit, which serves to attenuate harmonics by about 
40dB in order to get a clean transmit output. The low 
pass filter is set for each band, and is switched by the 
rotary relay switch. The relay switch is driven by Q1 to 
Q8. The voltage set in the band switching circuit on the 
front panel is applied to one of Q1’s bases through R8, 
while the voltage set according to the contact of the rotary 
relay is applied to the other base through R12. If there is a 
potential difference between both bases of Q1, Q2 and Q3 
amplify the DC current, and 04 applies the bias voltage to 
Q5’s base. Asa result, the multivibrator composed of Q5 
and Q6 operate and the rotary relay is driven by Q7 and O8. 
The relay continues to operate until the voltage of both 
bases of Q1 are the same. At that time, Q1’s collectors are 
equal, Q2, Q3, and Q4 are all OFF. Therefore Q7 and 
Q8 are OFF and the relay stops. 


6-2-11 ALC CIRCUIT 

L3 of the ALC circuit is an SWR pick up coil, and D3 and 
D4 are the detection diodes. The voltage of a traveling 
wave is detected by D3 as a negative DC voltage, and a 
reflected wave is detected as a negative DC voltage by D4. 
They pass through the SWR switch (forward-reverse switch- 
ing) and operate the meter on the front panel. D1 is the 
ALC detection diode. 


The bias voltage determined by R24 in the “B” unit is 
applied to the cathode of D1 through R2 in the ALC 
circuit. If RF voltage applied to the D1 anode is above 
this bias voltage, negative ALC voltage is detected by D1 
and fed to the base of 010 in the “B” unit, through L2 
and R3. 


The ALC output voltage is DC amplified By 010, Q11, 
Q12, and Q13 in the “B” unit and then applied to the gate 
of 017 in the “A” unit and controls the driving power to 
the PA stage. If the antenna connected to the transmitter 
is inferior in SWR, the detected voltage of the reflected 
wave is applied to the ALC output circuit 010 in the “B”’ 
unit through D2 and R1. Therefore, the ALC output 
negative voltage becomes extremely high and so the driving 
power to the final PA stage becomes low and protects the 
PA transistors. 


6-3 PLL (Phase Locked Loop) UNIT 


6-3-1 LOCAL OSCILLATOR CIRCUIT 

Q1-Q6 are local oscillator circuits for the conversion type 
PLL. Each circuit, Q1-Q6 is functional for each band 
respectively; for example, Q1 is for the 1.8MHz band and 
Q6 is for the 28MHz band. Each oscillator circuit is 
basically the same, being a doubler with 3rd overtone 
crystals. 
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For example, X1 of the 1.8MHz oscillator is a 3rd overtone 
crystal (27.125MHz) and has L2 in series, which is for the 
X1 osciliating frequency adjustment. The output tuning 
circuit connected to the Q1 collector is tuned for 54.25 
MHz, which is double the frequency of the fundamental 


- crystal oscillator frequency. The operation of Q2-06 is 


exactly the same as that of Q1, except the output fre- 
quencies are different. 


6-3-2 VXO (Variable Frequency Crystal Oscillator) 
CIRCUIT 

This circuit is for the oscillation, by 100Hz steps, of the 

lowest two digits (0.0 - 9.9KHz) of the VCO output fre- 

quency of the PLL circuit.. The VXO circuit consists of 


LSi BLOCK DIAGRAM 


Output Data Selector 


Q7, Q8, D9, X7, L18, etc. QO8 oscillates on the 15MHz 
range using X7, D9, D10, and L18, and the oscillating 
frequency is altered in 100Hz steps by the voltage supplied 
from the D/A (Digital to Analog) converter. 


Q7 triples the output signal from O8 and supplies about 
45MHz signal to the mixer circuit of IC7. 


6-3-3 MIXER AND AMPLIFIER CIRCUIT 

The local oscillator output and VCO output are mixed by 
IC6 and the mixed signal is taken from Pins 3 and 13 of 
IC6. The output signal is filtered by L13 and L14, tuned 
for 42-44Hz, to supply the signal to IC7. The output signal 
of the VXO circuit is also supplied to 1C7 to be mixed with 
the signal from IC6. The difference of these two signals 
(1MHz - 3MHz) is filtered by a low-pass filter and is 
amplified by 1C8 up to the level of more than 1.6Vp-p. 


6-3-4 PLL LSI CIRCUIT 

The output from !C8 is the input to the LSI, Pin 2. The 
LSI contains PLL and control circuits. To drive the 
reference frequency of the PLL, a 5MHz crystal oscillator is 
connected to Pins 3 and 4. This frequency is divided into 
1/500 by the fixed frequency divider in the LSI and 
becomes the accurate frequency of 10KHz. The input from 
Pin 2 is divided by the Programmable divider in the LSI 
from 1/100-1/299 which is decided by the controller, fed 
into the phase frequency detector with the reference 
frequency of 10KHz. The output is taken from Pin 40 in 
the form of a pulse from the phase detector according to 
these two input’s difference of phase. The controller 
circuit consists of two sets of a 4-1/2 digit BCD up-down 
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counter for the A and B VFOs, the digit selector to control 
the up-down counters by a paralell data, A/B counter 
selector, etc. 


The CLOCK (CK) and UP/DOWN (UD) signals, which is 
the output from the tuning knob/chopper circuit, are fed to 
Pins 12 and 19 respectively. The clock signal is in 
proportion to the rotation of the tuning knob, and the 
up/down signal is dependant on the direction of rotation 
of the tuning knob. When the UD signal is HIGH, the 
up/down counter increases the frequency in proportion to 
the number of CK pulses, and when the UD is LOW, the 
frequency is decreased in the same way. The signal which 
is determined by the “A” or “B” position of the VFO 
switch on the front panel, becomes the SL signal. This is 
fed to Pin 14 and selects either “A’’ or “B” set of 
up/down counters. 


If you push the Tuning Speed button on the front panel, 
the signal is locked in the driver unit and fed to Pin 17 as 
the Y signal. In this case the Kilohertz and Hundred Hertz 
digits are cleared to 0, the CK signal is fed to the 10KHz 
digit counter, which results in high speed tuning. 


The FCL KO-K8 pins of IC1 are connected to the ACC 
socket on the rear panel through the driver unit. When a 
high level signal is supplied to FCL Pin 11 and KO-K2 at the 
same time, the 10MHz digit figure can be reset, according 
to the input data at KO-K2. Then when the high level signal 
is supplied from KO-K8, any figure can be set according to 
the data from the higher digit to the lower. 


For use with an EXT controller, resetting of the frequency 
can be accomplished in the same manner through the ACC 
socket. 


When the Band Select switch is at the 7-28MHz position, 
no signal to these pins is required; however, at the 1.8MHz 
or 3.5MHz position, since a figure of 8 or 5 is necessary on 
the 100KHz digit for the bottom of each band, when 
switching bands or turning the power ON, a signal is 
supplied to these terminals. Therefore, when the Band 
Select switch on the front panel is at the 1.8MHz or 3.5MHz 
position, the high level signal is supplied to K8 to set 8 on 
the 100KHz digit or K4 and K1 to set 5 on the 100KHz 
digit respectively at the bottom of each band after the 
FCL input. | 


By the input of CK and UD signals, or by resetting the 
up/down counter, the output signals appear at AO-B4 and 
are supplied to the driver unit. The output signals of 
A2-A4 are supplied to the PLL programmable divider for 
determination of the divider ratio in accordance with the 
up/down. 


6-3-4 LOOP FILTER CIRCUIT 

The phase-detected signal from Pin 40 of 1C1 is fed to the 
loop filter circuit of IC3. This circuit changes the output 
of the phase detector, which is a pulse, into a DC voltage, 
and also decides the response time of the whole loop. The 


output is used as the voltage to control the VCO frequency. 


6-3-5 VCO CIRCUIT 

Q11-016 of the VCO unit are FET modified Clapp 
oscillators, used separately for each band. Q11 is for the 
1.8MHz band and Q16 is for the 28MHz band. To obtain 
the desired frequency, the D/A converter tracks the 
variation of the voltage supplied to the tuning diodes D11, 
D14, D17, D20, D23 or D26. Also, the output signal from 
the loop filter is supplied to the tuning diodes D12, D15, 
D18, D21, D24, or D27 to lock the VCO frequency. 


The oscillation frequency of the VCO is equal to the 
displayed frequency plus about 9MHz. This output is 
supplied from P1 to the mixer circuit of the RF unit after 
the buffer amplifier Q1 and Q2. Also, the VCO output is 
supplied to the PLL mixer through the buffer amplifier of 
Q4. Q5-010 and D4-D9 are to switch the DC power source 
to Q11-Q16 according to the operating band. 


6-3-6 D/A (DIGITAL TO ANALOG) CONVERTER 
CIRCUIT 

The PLL unit has two D/A converters. R89-R94 are 

connected to A2-B4 of IC1 and act as a D/A converter for 

the higher digits. The output signal is amplified by half of 

IC2 for VCO tracking. 


The other D/A converter is for the VXO circuit. The signals 
from AO-D1 of IC1 are buffered by IC4 and IC5 and 
supplied to R101-R109 for D/A conversion. The converted 
signal is fed to the other half of IC2 for off-set voltage 
setting and amplification to control the frequency of the 
VXO circuit. This D/A converted voltage changes in steps 
to give 100Hz step variation to the VXO frequency. Q14 
and Q15 are employed to maintain linearity of the D/A 
converter output for changes in mode. R68 and R70 adjust 
the correction factor. 


6-3-7 POWER CIRCUIT 

The power circuit of the PLL consists of Q12, Q13, and 
iIC9. Q13 is turned ON by C144 and applies voltage to 
IC9. ICQ is a voltage regulator whose output is 8.2 Volts. 
A part of this output is divided at R55 and R56 and is 
added to the base of Q12. The emitter of Q12 is connected 
to the collector of Q13 through a Zener diode (6.1 Volt) 
and therefore the collector voltage is held at 10.6 Volts. As 
you can see, the output of the power circuit of the PLL has 
outputs of 8.2 and 10.6 Volts regulated DC. 


Q10 and O11 are negative voltage regulators. One of 011's 
bases is grounded and the other is connected to R53 and 
R54. R53 is connected to +8.2 Volts, and R54 to the 
collector of Q10. —9 Volts is added to the emitter of Q10 
and its base is connected to the collector of Q11. Q11 
works as a differential amplifier, so if there is a difference 
between the divided voltage at R53 and R54 and the 
potential of the other base, which is ground, the difference 
is amplified until the voltage of Q10’s collector is the same 
value as the positive output of IC9. Therefore, the output 
of —8.2 Volts is achieved. 


“% 


8-3-8 RIT ON/OFF CONTROL CIRCUIT _ 
O9 and: Q17 make up the RIT. ON/OFF. contro! circuit. 


The voltage -of the RIT. IC: terminal’ of J6 is fed to the 


emitter of O17 through R51. The terminalis 0 Volts when 


the RIT is ON and 5 Volts when it is OFF. Q17 prevents 


the reverse flow from the base of Q9. The collector of 09 
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 6-4- +2 PHOTO-CHOPPER CIRCUIT 


D38 and D39 are infrared LED diodes and Q1 and Q2 are 
the photo transistors. D38 sends a continuous light source 
to O1 and D39 sends it to Q2. Between the diodes and the 
transistors is a windowed. chopper disk which is connected 
directly to the shaft of the tuning knob. The diodes and 


- photo transistors are set up so that the phase difference of 


90 degrees results when the disc revolves. The signal from 
Qi and Q2 is fed to 1C1 on the driver unit. Pin 3 of 1C7 is 


connected to the data input pin (Pin 5) of flip-flop iC3. 


The output from Pin 4 is divided, and fed to Pins 5 and 6 
of 1C2. One is fed directly and the other is fed through a 


__delay- circuit. -1C2 is an_exclusive OR gate-IC, and both 


pulses of the positive edge: and the negative edge are added 
to Pin 3 of IC3 and Q output is added to 1C3’s reset 
terminal through the delay circuit so IC3 operates as a 
monostable multivibrator. Q is fed to Pin 8 of iC2, the 


03.5. 
C14 is switched ON in 


 28MHz band. 


The segments “dp” and “‘c” 
of 1MHz digit are turned on in any band. 
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scan signal from the ACC socket (if used) is fed to Pin 9 and 
the output signal is fed to Pin 4 of 1C4. This is controlled 
by the band edge detection signal, fed to Pin 1, and is sent 
to the LSI in the PLL unit as the Clock (CK) signal. Pin 1 
of IC3 is connected to Pin 11 and the delay circuits of R13 
and C3 are connected with the data input Pin 9. 1C3 is aD 
type flip-flop, so it latches the signal of the delay circuit. 


1C3 gives a High (H). level signal when the tuning knob is 

turned clockwise, and a Low (L) level signal when the knob 

is turned counter-clockwise. This (H) or (L) signal goes to 
Pin 13 of IC2 along with the signal from the ACC socket : 
(if used), which is fed to Pin 12. The output of IC2 is 

added to the LSI as the UP/DOWN (UD) signal. 


PHOTO-CHOPPER CIRCUIT SCHEMATIC DIAGRAM 
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- 6-4-3 MEMORY CONTROL CIRCUIT 

Pin 5 of IC5 is connected to the VFO switch on the front 
panel and changes from H to L or L to H if the switch is 
changed. The delay circuits R17 and C5 are connected to 
’ Pin 6 so pulses of positive edge and negative edge are taken 
out and fed to Pin 13 of 1C4. The monostable multivibrator 
is made up of IC4, a NOR gate circuit, and an inverter. 
The Low level pulse output is taken from Pin 11 and the 
High level pulse from Pin 4. 1C6 and IC7 are the 3 bit band 
memory circuits. The chart shows the band codes assigned 
to each. 


The exclusive OR gates made up of three units of IC5 
compares the contents of this memory with the band codes 
consisting of D5-D11. If they are the same, Pin 12 of IC8 
goes LOW, and if they are different, it goes HIGH. A 
one-shot pulse from Pin 4 of IC4 is fed to Pin 13 of IC8 
and as it is a NAND gate IC, its output is taken from Pin 11 
only when the memories are different. If a one-shot pulse 
is generated, the pulse is added to Pin 11 and Pin 3 of the 
CK terminals of 1C6 and 1C7 when its pulse is terminated 
and the output of the band code is added to the D input, 
and this band is memorized. 


The output of IC8, Pin 11, is connected with Pin 9. The 
Power On Clear (POC) pulse, which becomes a 100ms 
HIGH level pulse when the power source switch is turned 
ON, and the SDP pulse which occurs when the band is 
changed, are input to Pin 8. So it foliows that Pin 10 of 
1C8 is supplied with a HIGH level pulse in both cases. 


1C7 Pin13 IC6 Pin 1 IC6 Pin13 
bit 0 bit 1 bit 2 
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6-4-4 BAND EDGE DETECTION CIRCUIT 

The output of IC8 Pin 10 is combined with IC7 Pin 6. This 
works as 2 monostable multivibrator since this is added to 
Pin 4 of RESET from the QO output through the delay 
circuit. Pin 1 of IC7 is fed to iC8 Pin 5 and to IC10 Pin 8 
of the RESET through the differentiation circuitry. Pin 1 
of 2 gates of IC8 works as a multivibrator and gives off 
about seven pulses for one shot pulse from Pin 1 of IC7. 


1C10 works as a 2 bit shift register and at first Pin 13 goes 
HIGH, and Pin 1 goes LOW by the one-shot pulse from !C7. 
Then the output of IC8 is added to Pin 3 and Pin 11 of the 
CK terminals through the inverter IC4 and under the 
circumstances preset by the input of IC7, Pin 13 is HIGH, 
and Pin 1 is LOW. The output of Pin 13 is fed to Pin 1 of 
1C12 and since this is an OR gate, it’s output, fed to 1C1 in 
the PLL unit becomes the FCL signal. If the first pulse 
from the output of the inverter, 1C4, goes to 1C10, Pin 13 


i 


goes LOW and Pin 1 goes HIGH. When the band is 1.8MHz, 
Pin 13 of 1C11 is HIGH and Pin 11 is connected with Pin 1 


of 1C10, so it is HIGH. 


As Pin 12 is connected to the front of the inverter of the 
oscillator circuits, the three input gates of 1C11 are all 
HIGH in the next half cycle, and the output from Pin 10 


goes LOW. 1C13’s output HIGH level pulse is fed to IC1 in 
the PLL as K8, therefore the 100KHz digit is set at 8. 


When the band is 3.5MHz, it is input to K1 and K4 through 
the same process and the 100KHz digit is set to 5. As the 
1OOKHz digit begins with O in upper bands from 7MHz, 
this operation is not necessary. When the band is 7MHz or 
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above, the band data of 1.8MHz and 3.5MHz are LOW, so 
pin 6 and Pin 10 of 1C11 are always HIGH and this circuit 
does not work. 

After the third pulse from iC8, it is used together with the 
low edge of the band and fed to IC1 in the PLL as the KO 
input. 


6-4-5 MATRIX CIRCUIT 

The output A0-A4 of the LSI and the signal of each band 
make up the matrix circuit and this decides the edges of 
each band. 


The band edges are as follows: 
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* In the 28MHz band the tuning does not stop when the 
band edge is reached. It automatically reverts to the 
other band edge and continues tuning either up or down. 


1C21, 1C20, and 1C18 of the driver unit detect the 0 in the 
10KHz, 1KHz, and 100Hz digits. Since they are AND gate 
circuits, they detect when all three figures are 0, and are 
used to control the low edge. IC19 detects 0 of the 
100KHz level, but it is necessary to distinguish the 1.8MHz 


‘and 3.5MHz bands from other bands since their 100KHz 
low edge digits are not 0. 


D42-D45 detect the lower two figures (9.9) and D40 and 
. D41 detect (9) of the 10KHz level. It is necessary to 
distinguish these from others since the lower two figures are 
' reset to O when the dial tuning speed button is pushed. O6 
sis the gate for this distinction. The MHz level and the 100 
KHz level of the band edge are determined by the detection 
__ of the (0) and (9), the figures which are chosen according to 
the band of the matrix unit and the matrix which composes. 
‘the necessary data out of AO-B4 of the output from !C1 
in the PLL section ‘line’. Moreover, three kinds of AND 
‘ gates with the UD signal are taken out and if they agree 
with each other, CKE output is achieved. If this controls 
1C4 Pin 4 and becomes the band edge, the CK signal is 
stopped. 


6-4-6 RIT CONTROL CIRCUIT 

Once the RIT switch is pushed down, Pin 12 and Pin 13 
of 1C27 become HIGH. Any chatter from the switch is 
absorbed by the delay circuit of R66 and C20. Also the 
two gates of 1C27 are used as inverters and the square pulse 
is achieved by the Schmitt trigger circuit. The output from 
1C27 Pin 10 goes to IC28 Pin 3 of the CK terminal. This 
IC works as a T type flip-flop so the level is reversed every 
time the RIT switch is pushed. The signal at Pin 1 of 
1C28 (Q output) is fed to Q15 through R62 and turns ON 
this transistor. O15’s collector is connected with D4, an 
LED, so when Q15 conducts, the LED is lit and indicates 
that the RIT circuit is ON. The LED also indicates the 
center of the RIT control. 


Also Pin 1 of the 1C28 is fed to Pin 6 of 1C27 as well and 
it functions with the send signal HIGH level during 
receiving, of Pin 5. The output of Pin 4 switches Q9, in the 
PLL circuit, and controls the RIT circuit. 


6-4-7 DIAL LOCK CIRCUIT 

If the dial lock button is pushed, Pin 1 and Pin 2 of 1C27 
go LOW. Any switch chatter is absorbed by R6 and C19. 
The output of IC27 inverter is fed to Pin 11 (CK terminal) 
of 1C28. 1!C28 also works as a T type flip-flop and output 
levels are repeated every time the input is applied. The O 
output from Pin 13 turns 04 ON, through R69, and shows 
that the dial lock button has been pushed, by lighting the 
dial lock indicator LED, D2. Also Pin 9 and Pin 12 of IC1, 
and Pin 2 of IC2 are connected to Q4’s collector and they 
go to LOW level, so the clock pulses from Q1 and Q2, the 
photo transistors, are not fed to the LSI circuit, and the 
frequency is locked. 


6-4-8 TUNING SPEED CIRCUIT 

If the tuning speed button is pushed, the input goes to Pin 
3 of IC29 through C16. R59 and C17 absorb any 
chattering. 1C29 is also a T type flip-flop. The Q output 
of Pin 1 is combined with 03. This makes the dial fast 
LED indicator, D1, light. Also, the signal from IC29 Pin 2 
(Q) is sent to the LSI circuit and the Y terminal (Pin 17) of 
IC1 in the PLL unit goes HIGH, and so fast tuning is 


achieved. 


6-5 POWER UNIT 


6-5-1 13.8 VOLT DC REGULATED POWER SUPPLY 
CIRCUIT 

Voltage supplied to Pin 1 (ground) and Pin 2 (positive) of 
the power source connector J6 on the rear panel is fed to 
the reverse polarity protection circuit composed of diodes 
D9, D10, and Fuse F1. This voltage serves as a direct 
power source for the final amplifier stage of the IC-701. 
Power for all other circuits is fed through the power switch 
located on the front panel. Voltage passing through the 
power switch is fed to the PLL unit and distributed to the 
13.8 Volt regulated power supply circuit. This supply is 
composed of transistors Q13 through Q15 in the PA unit 
and will reduce a voltage applied to the power source 
connector to 13.8 Volts when the voltage exceeds that. 
The output voltage of this circuit is fed to the ‘’B’’ unit, 
AF power amplifier circuit, dimmer circuit, and at the same 
time, serves as an input power source for each 9 Volt 
regulated power circuit. 


6-5-2 9 VOLT REGULATED POWER SUPPLY. 
- CIRCUIT 

Regulated —9 Volts is produced using the DC-DC converter, 
iC2, in the “B” unit. The regulated power supply circuit 
for +9 Volts is composed of Q40, 042, 043, and D36 in 
the “A” unit. D36 detects the difference between output 
voltages and 042 and 043 amplify it. Then Q41 controls 
the voltage. The regulated 9 Volt supply for receive is 
taken from the emitter follower circuit of Q37 to the base 
of which the 9 Volt standard voltage of D36 is fed. In the 
transmit mode, the base of 037 is connected to ground by 
the PTT switch or Q9 through D26 and the output voltage 
ceases. The 9 Volt supply for transmission is taken from 
the emitter of Q39, and its base is supplied with the 9 Volt 
standard voltage through D30. In the receive mode, the 
base of Q39 is connected to ground through 038 being ON 
and the output voltage ceases. 


6-6 OTHER CIRCUITRY 


6-6-1 THERMO-SENSOR CIRCUIT 

This circuit controls forced air cooling for the fina! stage 
of the transmitter when the temperature of the final 
transistors become excessively high. The temperature of 
the transistors is detected by the POSISTOR R13 to vary 
base bias of 04. QO4 and Q5 compose a Schmitt trigger 
circuit whose output is amplified by Q6 and Q7 to turn ON 
and OFF the DC fan motor. Another Schmitt trigger circuit 
composed of O8 and Q9 is provided to turn ON Q10 if 
the final stage transistor temperature rises dangerously high. 
The voltage built up. by D6 and R38 through Q10 
conducted varies the bias for the constant voltage circuit 


_in the motor to run it at high speed. With this high speed, 


the fan gives more air flow through the heatsink which 
keeps the temperature of the final stage transistors low 
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enough to prevent damage. To indicate the dangerously 
high temperature, all the luminous indicators on the front 
panel begin blinking. This is done by the autodimmer 
circuit composed of 014, and Q15. The output of the free 
running multivibrator, Q11 and Q12, and driven by the 
voltage through Q10 is applied to the circuit. 


6-6-2 AUTODIMMER CIRCUIT 
R20 in the driver unit is a cadmuim sulfide (CdS) element 
to detect brightness of the surrounding light. It’s output 


is applied to the Schmitt trigger circuit composed of 014 | 


and Q15 through the dimmer change over switch in the “B”’ 
unit. The output of this circuit is connected to Q16 which 
conducts when the surroundings are bright and a voltage 
of about 12.5 Volts is obtained from the emitter of Q16. 
This voltage turns ON lamps through D9. The output from 
the emitter of Q16 through R66 is fed to the Zener diode 
(D37) in the “A’”’ unit to obtain 5 Volts which is driven by 
Q1 to light each LED. When the surroundings are dark, 
Q16 turns OFF and the voltage for lamps on the front panel 
is fed from the 13.8 Volt line through R20 (47 ohms) 
which drops the supply voltage for lamps to about 8.5 
Volts. With Q16 in the “B”’ unit is OFF, a voltage of about 
7 Volts is obtained from the Zener diode D8 and fed to 
R66 through D28. This voltage is reduced by half with 


’ R66 and R247 in the “A” unit and driven by Q1 to light 


each LED with about 2 Volts. 


6-6-3 VOX AND CW BREAK-IN CIRCUIT 

The voice signals from the microphone are amplified by 
Q18 through Q20 and detected by Q21 to drive Q22. Q22 
switches the power supply line ON and OFF corresponding 
to voice signals. C78, R120 (VOX DELAY contro!) and 
R121 compose a circuit to determine the time constant to 
the VOX circuit. The output of this circuit is amplified by 
Q7 and O8 to drive Q9 to switch the transmit circuit ON 
and OFF. The anti-VOX circuit prevents erroneous ope- 
ration of the VOX circuit caused by sound from the speaker. 
Signals from the speaker are amplified by 024, Q25, and 
Q26 through R131 (ANTI VOX GAIN Control). These are 
then fed to Q23 to raise emitter voltage of Q21 which 
reduces the sensitivity of the detector circuit. 


The CW break-in circuit is composed of Q5 and Q6 amplify- 
ing the signals from the key at O5 and feeding it to O6 for 
switching the power supply voltage ON and OFF. This 
ON-OFF voltage is fed to the circuit composed of C14, R32 
(CW DELAY Control) and R33 having the specified time 
Constant to control the transmit circuit by way of Q7, 
Q8, and Q9. 


6-6-4 CW MONITORING CIRCUIT 

Q7 in the “B” unit is a CR phase shifting oscillator whose 
frequency is set to about 900Hz. O8 is a switching circuit 
to make and break a ground path for C45 so as to vary the 
gain of Q7 for switching the oscillation ON and OFF. The 
oscillating output passing through R32 (CW MONI volume 
Control) is fed to the 8th Pin of the AF amplifier circuit 
IC1 to drive the speaker. 
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This set is designed to operate on 13.8 Volts DC. However, 
a special AC power supply, the I1C-701PS is available for 
AC operation. The 1!C-701PS provides 13.8 Volts at 20 
Amps. When connected to the IC-701 transceiver, the 
power supply ON-OFF operation is remotely controlled by 
the power ON-OFF switch on the IC-701. 


@ SPECIFICATIONS 

e Number of Semi- 
conductors: 

@ Input Voltage 
(suitable voltage): 

@ Allowable voltage 
fluctuation: 

® Input Capacity: 

e Output Voltage: 

@ Max. Load Current: 


Silicon diode 3 
LED 1 
117/230V AC (50/60Hz) 


+10% of input voltage (suitable 
line voltage) 

360VA (at 20A load) 

DC13.8V (at 20A load) 

20A (10 minutes ON/10 minutes 
OFF 50% duty cycle) 

Negative ground 

125 x 77 mm 

2 watt nominal input 

4 watt maximum 

® Dimensions: 110(H) x 180(W) x 260(D) mm 
© Weight: Approximately 8 kg 

e Accessories included: AC power cord 1 

Spare fuse 2 

Speaker cord 1 


® Polarization: 
e Internal Speaker: 


This set has been completely adjusted and checked at the 
factory so no adjustment should be necessary. However, 
during prolonged use, the preadjusted oscillating frequency, 
etc. may need'slight adjustment. If this becomes necessary, 
- the following procedures should be followed. As the 
adjustments other than those specified herein require high 
skill and expensive equipment, for best results the set 
should be sent back to the dealer or ICOM distributor for 
adjustment. 


7-1 MEASURING INSTRUMENTS 
REQUIRED FOR ADJUSTMENT 


(1) FREQUENCY COUNTER 
FREQUENCY RANGE 1 -90MHz 
ACCURACY BETTER THAN +1 ppm 
SENSITIVITY 100mV or BETTER 

(2) SIGNAL GENERATOR 
FREQUENCY RANGE 
OUTPUT VOLTAGE 


1.8MHz - 30MHz 
—20 - 90dB (O0dB =1/V) 


(3) MULTIMETER 20K0)/Volt or better 
(4) AC MILLIVOLTMETER 
MEASURING RANGE _ 100-200mV 
(5) RF VOLTMETER 
FREQUENCY RANGE _ 1.8-30MHz 
MEASURING RANGE _ 0.1-1V 
(6) RF WATTMETER 
MEASURING RANGE 20-100 Watts 
FREQUENCY RANGE _ 1.8-30MHz 
IMPEDANCE 50 OHMS 
SWR LESS THAN 1.1 


(7) AF OSCILLATOR 
OUTPUT FREQUENCY 200-3000Hz 


OUTPUT VOLTAGE 0-100mV 
DISTORTION LESS THAN 0.1% 
(8) OSCILLOSCOPE SYNCROSCOPE 


(9) DIGITAL VOLTMETER 
MEASURING RANGE  0.001—10V 3-1/2 DIGITS 
7-2 RECEIVER ADJUSTMENT 


7-2-1 BFO FREQUENCY ADJUSTMENT 
The BFO oscillator frequencies differ in accordance with 


BFO Frequency Adjustment 


RTTY WIDE 
NARROW 
MARK MARK 
: (transmit) 
(transmit) Adj 
Adj. : 


C78 


CW, RTTY SPACE 


(transmit) Adj. 


each mode and for transmitting and receiving operation. 


' Adjust corresponding trimmer capacitors and trimmer 


resistors as shown in the table below. Connect the input 
terminals of the frequency counter across the lead wire of 
the BFO output D10, or D11, in the B unit, and ground. 
Connect a digital Voltmeter to the cathode of D36 of the 
“A” unit and check voltage for 8V DC +100mV. Adjust 
R202 as necessary for 8V. This is a critical adjustment. 


{a} Place the set in receive. Make frequency adjustments 
as follows. 


RECEIVE OPERATION 


POINT FREQUENCY 
| CW (CW-N) | C69 (B unit) | 9.01320 MHz 


C72(B unit) | 8.014525MHz 


(b) Turn ON the speech processor (COMP) but keep the 
knob fully counterclockwise to supress RF power 
from being transmitted. Then place the set in the 
transmit mode. 


ADJUSTING BFO OUTPUT 
CW (CW-N)} C78 (B unit) 9.01240MHz 

R87 (B unit) 9.01223MHz (note 1) 
(S3 in B unit to N) 


R85 (B unit) 
(S3 in B unit to W) 


9.01155MHz (note 1) 


NOTE 1: 

S3 in the “B” unit is a change over switch (RTTY Switch) 
for narrow modulation (170Hz shift width) and wide modu- 
lation (850Hz shift width) RTTY transmission, which is 
located under the access cover. 


NOTE 2: 

Fine adjustment for the SSB carrier point should be 
performed in accordance with adjustment “4”, CARRIER 
POINT ADJUSTMENT, in the transmitter section adjust- 
ment procedures. 


C72 RTTY (receive) Adj. 
C69 CW (receive) Adj. 
C66 USB Adj. 

C75 LSB Adj. 


Connect frequency counter 


— 2A 


7-2-2 VXO FREQUENCY ADJUSTMENT 

Connect the input terminals of the frequency counter 

across CP1 and ground of the “A” unit and perform the 

following adjustments. 

(a) Place the set in receive in the CW (P.B. TUNE control 
centered) and adjust coil L1 for a frequency of 
19.76330MHz. 

(b) Then set the mode to USB or LSB and adjust R28 


VXO Frequency Adjustment 


L1 

Adjust core for 
19.7633MHz 
in CW mode 


CP1 
Connect frequency 
counter 


7-2-3 AGC SENSITIVITY AND S METER 
ADJUSTMENT 

With the receive frequency set to 14MHz, mode to USB 

AGC fast, RF GAIN fully clockwise, connect the signal 

generator to the antenna connector. MAKE SURE THAT 

THE SET IS iN THE RECEIVE MODE!! 1F NOT, THE 

GENERATOR WILL BE DAMAGED!! 


L13 


D20 
Connect a multimeter (a) 


L12 


(A unit) 


Sensitivity and S meter adjustment 


(a) 
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on the front inside of the set to obtain 19.75970MHz 
with the P.B. TUNE knob turned fully counter- 
clockwise. Set P.B. TUNE knob to the center 
position and adjust R27 for 19.7615MHz. R28 and 
R27 adjustments interact so repeat several times unit 
no further change is noted. Set P.B. TUNE knob 
fully clockwise. If previous adjustments are correct, 
frequency should read 19.7631MHz. 


R27 Adjust for 
19.7597MHz 
described in (b) 


Adjust the signal generator output to minimum and 
connect the multimeter set to the 10 Volt DC range 
across the plus lead of D20 in the “A” unit and | 
ground. Make sure no signal is applied to the set. 
Adjust R168 in the “A” unit to get 4.0 Volts on the 
multimeter. 


R168 

Adjust to get 4.0V on the 
multimeter (a) 

R153 

Adjust to get 200mV on the 
AC millivoltmeter (c) 


R44 
Connect AC millivoitmeter (c) 


—Adjust to make the S meter read S=9+60dB 


R22 Adjust to make the S meter read S=1. 


(b) Adjust the signal generator frequency to the receive 
frequency (so that a beat note is heard) and set the 
signal generator output to make the S meter read 
S=5. Adjust coils L2, L10, L11, L12, and L13 in the 
“A” unit to get the maximum deflection on the S 
meter. If operating properly, a 4dB signal at the 
antenna terminal should read $1. If the reading is 
slightly off, minor adjustment of L1 and L5 on the 
RF unit may correct the discrepancy. 


(c) Increase the signal generator output to +90dB (+84dB 
loaded) and adjust R153 in the “A” unit to obtain 
200 milli Volts on the AC millivoltmeter connected 
across the lead of R44 and ground. 


(d) S meter adjustment begins with setting the signal 
generator output to 4dB and adjusting R22 to make 
the S meter read S1. Then increase the signal 
generator output to 84dB and adjust R16 to make 

_ the S meter read S9+60dB. If this adjustment is 
required, readjustment of the speech processor is 
necessary. 

NOTE: 


DO NOT ADJUST L5, L6 or L9 as ripple will result. 


7-3 TRANSMITTER ADJUSTMENT 
First, connect an RF wattmeter (impedance of 50 ohms) 
to the antenna connector. 


7-3-1 CARRIER SUPPRESSION ADJUSTMENT 

Place the set in the transmit mode in USB or LSB, 14MHz 
band, the compressor OFF and the MIC GAIN fully 
counter-clockwise. Connect an RF voltmeter (set to a high 
voltage scale) across the lead of D24 in the “B” unit and 
ground. With an appropriate meter range to have suitable 
deflection for reading, adjust R89 in the “A” unit for 
minimum. 
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D24 Connect an RF voltmeter 


R89 Adjust for the carrier null. 


7-3-2 GAIN ADJUST (FOR EACH BAND) 

Each amplifier stage, mixer stage, etc., has variations in gain 
at different frequencies. This requires individual adjust- 
ment of the ALC and Compressor levels at every band 
selection. This set provides a gain adjustment circuit for 
each band and by presetting these circuits, easy operation 
can be expected. The following is the adjustment 
procedure. 


(a) Place the set in transmit, RTTY, 1.8MHz and adjust 
the compressor knob to obtain 20 Watts indication 
on the RF wattmeter. Turn R92 in the RF unit for 
maximum RF power and adjust the compressor knob 
again for 20 Watts indication on the RF wattmeter. 
(DON’T READJUST THE COMPRESSOR KNOB 
HEREAFTER). 


(b) Set to receive, change bands to 3.5MHz and set again 
to Transmit. Adjust R93 in the RF unit for maximum 
RF output. Turn R93 in the direction as indicated 
by the arrow to set the RF power to 20 Watts. 


{c) Similarly, adjust R94, R95, R96, and R97 for 
maximum RF output in the 7, 14, 21, and 28MHz 
respectively and turn each resistor in the direction as 
indicated by the arrow to set the RF output to 
20 Watts. | 
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7-3-3 COMPRESSOR CIRCUIT ADJUSTMENT 

Place the set in the transmit mode in USB at 14MHz and 
turn the compressor and mic gain knobs fully clockwise. 
Then as shown in figure, connect the AF oscillator across 
Pin 1, the input, and pin 4, ground, of the mic connector 
and apply an input of 100mV, at 1000Hz. Turn R68 fully 
in. the direction as indicated by the arrow. (clockwise) 


Connect an 
AF oscillator 


Ground side 


i 


aan 


ii" 


——_ 
oe 


i 


7-3-4 CARRIER POINT ADJUSTMENT 

Place the set in transmit in USB at 14MHz and turn the 
compressor OFF with the mic gain knob turned fully 
clockwise. Connect the AF oscillator across Pin 1 (input) 
and Pin 4 (ground), of the mic connector. 


(a) Set the frequency of the AF oscillator to 270Hz and 
the output at a level that gives approximately 20 
Watts output on the watt meter. 


(b) Then vary the AF oscillator frequency to 2700Hz 
and adjust C66 in the “B’’ unit to obtain 20 Watts on 
the meter. 


(c) Performing the adjustments shown in (b) will affect 
the adjustment done in (a). Repeat adjustments in 
(a) and (b) until no difference is present. 
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(a) Place the meter switch to ALC and adjust R25 so 
that the meter indicates 60% on the Po scale. 


(b) Adjust R68 in the “A” unit so that the meter 
indicates 50% on the Po scale. 


(c) Place the meter switch to COMP and adjust R213 in 
the “A” unit so that the meter indicates its full scale. 


(d) Then turn the mic gain knob on the front panel fully 
counter-clockwise and adjust R40 so that the meter 
just begins to swing and set it in that position. 


{e) Performing the adjustment shown in (d) will affect 
the adjustments done in (c). Repeat adjustments in 
(c) and (d) until no difference is present. 


R68 
Described in (b) 
. R25 
: Described in (a) 


R213 
Described in (c) 


R40 Described in (d) 


(d) Place the MODE switch to LSB and adjust C75 the 
same as the adjustments done in (a), (b) and (c) using 
C75. 


7-3-5 SPEECH PROCESSOR ADJUSTMENT 

When the compressor is turned ON, the SSB signal passes 
through the crystal filters FL1 and FL2 in the “A” unit. 
Since the rated center frequencies of these filters differ 
from the actual center frequencies by a certain amount, 
deterioration of audio quality results due to narrowing of 
the SSB band width. To eliminate this problem, the VXO 
frequency is shifted to cover the drift mentioned above in 
the following adjustments. Place the set in the transmit 
rode in USB at 14MHz with the mic gain and compressor 
knobs turned fully clockwise and connect the AF oscillator 
output across of the mic connector as before with the 
frequency set at 2600Hz. 


(a) With the MODE switch in USB, adjust the AF 
oscillator output level to obtain 20 Watts output on 
the Watt meter. 


(b) Then change the mode to LSB and adjust R2 in the 


7-4 PLL UNIT ADJUSTMENT 


7-4-1 FREQUENCY ADJUSTMENT 

This adjustment can be performed without removing the 
PLL unit seal. Remove the plug from J2 in the RF unit and 
connect the counter to coax 2 — output of VCO low 


“A” unit to obtain the same 20 Watts. 


(c) Repeat the adjustments in (a) and (b) until the RF 
output for USB and LSB are the same. (20 Watts). 


Compressor pass band adjustment 


R2 Described in (b) 


(A unit) 


pass filter. Select the 1.8MHz band and open the top cover 
to place the FREQ SET control to the 12 o'clock position. 
Align the frequencies referring to the counter display as 
shown in the following table. 


DESIRED FREQUENCY 
— 23,010.0KHz 
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7-4-2 VCO COIL ADJUSTMENT 

Measure the voltage at Pin 5 (PD) of J1 in the VCO unit 
with the multi-meter or oscilloscope taking care to avoid 
accidential shorts or grounds. As the measured voltage will 
vary to both polarities, a calibrated, syncroscope should be 
used for ease of adjustments. The adjustments should be 
performed as follows. 
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The ideal voltage range as we tune from one end of a band 
to the other is —3V to OV. The —3 Volt level is maximum 
and must not be exceeded. Initially check for the 
maximum positive voltage and set it to zero with the 
adjustment shown for the band. Then tune through the 
band for the low voltage. If it is more positive than —3V, 
no further adjustment is necessary. If the low point is more 
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negative than —3 Volts, readjust the control for —3. Volts within—3 to +4 Volts. If not, repeat the adjustments. 
maximum negative. You will then find that the hi point | 

will swing positive. Up to +4 Volts is acceptable. - 7-4-3 DISPLAY UNIT ADJUSTMENTS 

Set the oscilloscope to the DC 1 to 2V/cm and connect it 
to R11 and release the brake of the tuning knob. Then turn 
‘fast the tuning knob and adjust R8 so that vertically 
symmetrical waveforms are obtained. Similarly, connect 
the oscilloscope to R12 and adjust R6. After adjustment, 


VOLTAGE : : 
AT J1 PINS lock the tuning knob again. 


Tune over all bands with the tuning knob placed in the dial 
fast mode and make sure the voltage at J1 PIN 5 falls 


R12 
Connect an oscilloscope 


R11 
Connect an oscilloscope 


VCO Coil Adjustment 


R6 Adjust waveforms 


L8 L7 L6 L5 L4a%% 
- 28MHz 21MHz 14MHz 7MHz 3.5MHz 
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R8 Adjust waveforms 
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Your IC-701 has been tested very carefully at the factory before shipping. The chart below has been designed to help you 
correct any problems which are not equipment malfunctions, If you are not able to locate the problem and/or solve it 
through use of this chart, please contact your dealer or ICOM distributor for assistance. 


1. Power does not come on when 
the switch is pushed. ; 


2. The frequency display on the 
> LED's keeps changing bands and 
' @ clicking noise is heard. 


“3. No sound comes » from the 
speaker. 


4: Sensitivity.is low and only’ strong 
_ , Signals are audible. 


5. During receive, the “S” meter is 
higher than the ‘0’ position 
even when there is no signal. - 


6, Only'incomprehensible voices are 
heard during SSB reception. 


7. The tone of the received signal 
is very high or low pitched. ~ 


8. No output power or low output 
power. 3 en : 


Power cable is improperly connected, ‘ 


reversed. 


} 


| Blown fuse. 


IC-701PS MAIN switch is in the OFF 
position. ir KM : 


The ‘Band Select switch is in the EXT. 
position. 


AF GAIN Control knob 


counterclockwise. 


is completely 


| The ‘unit is in the transmit mode, either by 


the T/R switch or the PTT switch on the 
microphone. 


The external speaker cable is connected to 
the unit but not to the external speaker 
jack on the power supply. 

The internal speaker cable is not connected. 
A headphone is connected to the PHONES 
jack. “a 

RFE GAIN Control knob is turned fully 
_Counterclackwise, 

‘The antenna feed line is cut or shorted. 


RF GAIN Contro! knob is turned fully 
counter clockwise. 


Receiving the wrong sideband. 


Maladjustment of the P.B. Tune control. 


The ‘COMP: Control. knob. is: s8t too low 
when the Speech Processor is ON. 


| MIC GAIN setting is too low. 


When SSB is desired, but the MODE switch 
is in the CW or CW-N position. 8 
PTT switch is not functioning due to 
improper connection of the mic connector. 


| Fhe antenna feed tine is cut or shorted. 


9. The Po meter does not function i 


when signals are transmitted. 


10. The receive mode functions 
Properly and your signals are 
transmitted, but you are unable 
to make contact with another 
station. 


The SWR switch is set at the SWR position. 


SWR SET contro! is not set at the prope 
level. — : 


The VFO Select is in the RA-TB or TA-RB 
position. 

The receive frequency is offset from the 
transmit frequency by the RIT control. 
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| condition, 


| Carefully reconnect power cable. 
Power cord is connected with the polarity 


Disconnect the power cord, replace the blown fuse, 
then reconnect the power cord observing proper 
polarity. 


Check for the cause, then replace the fuse with a 


| spare one. 


if using an 1C-701PS, also check it’s fuse. 
Place MAIN switch in ON position, 


Set the Band Select switch to the desired band. 


Turn the knob clockwise to a suitable level. 


Put the unit in the receive mode. 


Connect the cable to the speaker jack on the 
1C-701PS. 


Connect the speaker connection. 
Unplug the headphone. 


Turn the RF Gain contro! Knob fully clockwise. 


Check the feed line and correct any improper 


Turn the knob fully clockwise. 


Set the MODE switch to the sideband other than 
the one you are using, either USB or LSB. 


Set the P.B. Tune contro] knob to the center 
(12 o’ciock) position. 


Turn the Speech Processor OFF, or turn the COMP 
Control knob clockwise to obtain the’ proper 
output power. 

Hod Bf 

Turn the MIC GAIN Control clockwise to the 
center (12 o’clock) position. 

Set the MODE switch to the SSB (USB or LSB) 
position. ’ 

Using a screw driver, slightly spread the prongs of 
the mic connector for better contact. 

Check the antenna feed line and correct any 
improper connection. , 


Open the Access Cover and move the SWR switch 
to the SWR SET position. 


Open the Access Cover and turn the SWR SET 
contro! clockwise while watching the Po meter, 
until the needie moves properly. 


Set the VFO Select switch to the A or B position. 


Turn OFF the RIT, or set the RIT control knob to 
the center (12 o’clockw) position. 


a hs 


16. 


Zs 


. The 


The left side of the unit case 
becomes a little hot. 


. The heat sink on the rear panel 


becomes hot. 


. Hot air suddenly or occationally 


eliminates from the heat sink on 
the rear panel. 


. Frequency display LED’s and 


the meter lamps start blinking, 
and the fan starts running at high 
speed. 


. The RIT LED goes out even 


though you did not depress the 
RIT ON/OFF switch to turn it 
OFF. 


The frequency does not change 
by rotating the Tuning knob. 


The scale on the Tuning knob is 
not in calibration with -the 


displayed frequency. 


last two digits of the 
memorized or displayed fre- 
quency has changed to 0.0. 


. An abnormal figure is displayed 


on an LED, or an LED fails to 
illuminate. 


. An unusual amount of distortion 


and/or noise in the transmit 


signal. 


. Unable to key when using an 


electronic keyer. 


As the left side of the case is used as a heat 


‘sink for the transmitter driver transistor, 


even during normal operation, it may get as 
hot. as 35°C (63°F) above room tem- 
perature. 


The heat sink on the rear panel is for the 
final transistors and may become: as hot’as 
40°C (72°F) above room temperature. 


The. cooling fan» has been automatically 
triggered ON due to the temperature of the 
final transistors. 


Insufficient ventilation of the heat sink on 
the rear panel. 


Long operation on RTTY or CW. 


Excessive antenna SWR. 


The RIT is automatically turned OF F:when 
the Tuning Knob is rotated. 


The Power switch has been turned OFF, 


The DIAL FAST button was depressed 
when the Tuning knob was set with one of 
the small increments at the center. point, 
the Tuning knob was rotated when: the 
DIAL LOCK was engaged, or the dial was 
rotated beyond the band edge. 


The DIAL FAST button was pressed, or the 
VFO Select switch was turned while in the 
DIAL FAST mode. 


The Power switch was turned OFF and ON 
too quickly. , 


The MIC GAIN is. too high when the RF 
Speech Processor is ON. 


The Switching circuit of the electronic keyer 
does not close completely. 


Polarity of the connection wires from the 
keyer is reversed. 


The MODE switch is not in the CW or CW-N 
position. 


Make sure that the area around the unit has as 
much ventilation as possible. 


Make sure the area around the unit has as much 
“ventilation as possible. 


This is a normal condition and you may continue 
operation. However, if the fan starts running at 
high speed and the frequency display LED’s and 
meter lamps start blinking, discontinue operation 
immediately, allow the heat sink to cool and check 
to see that you have the best ventilation possible, 
or correct a high SWR condition, etc. 


Make sure the heat sink on the rear panel has as 
much ventilation as possible, after stopping transmit 
Operation and allowing the heat sink to cool. 


Reduce the RF output power by turning the COMP 
control knob counterclockwise, or set the unit in 
the receive mode as quickly as possible. 


Check the antenna feed line and correct any 
improper condition of mismatch. 


You ‘may change the unit so that the automatic 
RIT OFF function does not operate when you 
rotate the Tuning knob. (See page 13.) 


Depress the RIT ON/OFF switch again to turn 
ON the RIT. 


DIAL LOCK is engaged. Disengage the DIAL LOCK by pressing the DIAL 
LOCK button. 


Set the Tuning dial so that one of the large 
increments is at. the center point, and push the 
DIAL FAST button TWICE, and the scale will be 
calibrated. ; 


‘Release the DIAL FAST function by pressing the 
DIAL FAST button again, and set the unit to the 
desired frequency with the Tuning knob. 


Turn the Power switch OFF, wait a few seconds, 
and then turn it ON again. 


While watching the meter in the COMP mode, turn 
the MIC GAIN control counterclockwise so that 
the meter indicates approximately O dB at the 
voice peak. 


Replace the keyer with one having a voltage of less 
than 0.4V between the two keying lines at the key 
down position, or modify your keyer so that the 
voltage is less than 0.4 Volts. 


Connect the keyer wires observing proper polarity. 


Place.the MODE. switch. in the CW»or CW-N 
Position. 


9-1 TOP VIEW 


IMATRIX UNIT 
WBORIVER UNIT. 


@LED UNIT— 


Q1 MJE200 (Dimmer driver) 


IC1 TA7045M (Product detector) 
C4 SN76514 (P.B.TUNE Mixer)- 
1C1 TA706OP 


(Speech 
processor limiter) 
FL2 (10.75MHz Crystal filter) 


IC3 SN76514 (P.B.TUNE Mixer} 


, 


IC5 (Balanced modulator) 


IC6 (CW AF band pass filter) 


L6 (Matching coil 
FL1 (9.0115MHz Crystai filter 
LS (Matching coil} 


Q39 2SD359 (TX SV regulator: 


A UNIT 


MPA UNIT 


9-2 PA UNIT 


D2 GPO8A 


(Bias voltage compensator) —-Q1 2$C2097 (Power amp) 


R13 Thermo-sensor L4 (Balanced transformer) 


L1 (input transformer) 


Q3 280235 
(Bias voltage driver) 


Di GPOSA 


t 2 TREES ST 


illumination lamps 


y 
& 


ne ach 
i . 


Al 


EF (Band switch board) 


Q7 280945 
(CW monitoring oscillator) 


X1 (9.013MHz BFO crystal) 


Q1 2S8C2166 (Pre driver} 


8 UNIT 
1C2 DP-2 (~9V DC-DC converter) 


Q2-Q3 2SC1945X2 (Driver) 
X2 (9.010MHz BFO crystal} 


L11 (Matching transformer) 


1C1 »PC575C2 (AF Power amp) 


ALC UNIT 


9-3 VCO UNIT 


L4 (3.5MHz 
: oscillator coil) 
12 2KS19 
—3.5MHZ oscillator) 
L5 (7MHz 
oscillator coil) 
Q13 28K19 
(7MHz oscillator) 
L6 (14MH2z 
oscillator coil) 
§.Q14 2SK19 

a 14MHz oscillator) 
L7 (21MH2) 
oscillator coil) 


Same. 15 2SK19 
b) al 21MHz oscillator) 


L3 (1.8MHz 
oscillator coil) § 


Qti 2SK19 
(1.8MHz Oscillator 


Q5 ~ 010 JA105G 
(DC voitage switch 


L8 (28MHz 


Q4 28C763 oscitlator coil) 
(Buffer) 
Q3 280945 O16 2SK19 
(Mute switch) (28M#Hz oscillator) 
Q2 28C2053 Qi 28C763 
(Buffer) (Buffer) 
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9-4 BOTTOM VIEW 


Brake adjustment screw 


BBEF (Wiring board) 


MBEF (Connector board) er ‘Rotors rs a ee site: : ORIVER UNIT {Cee 
if... i ss ree yeti i " ) &3 hy 
“o' ie » fone —Fe (Photo chopper adjust) 


J1 (to Front panel) : ; x a cs 
2 4 s oO 
i e oh = 


R6 (Photo chopper adjust) 
J6 (to PA UNIT) 


YS 
a (9.0115MHz crystal filter) 


EF (HPF board) 


J2 (to Front panel) 


J3 (to ACC socket) 
J4 (to ACC socket) 


~ a_i | : RF UNIT 
iby aie at — a ae ae : ae 
me oe Ye . ; i (VCO input) 


MEF (BT board) me il 


J1 (1F input/output) 


MPLL UNIT- 
EF (LPF board) 


L39 (IF trap coil) 


MBPFILTER UNIT 


RL1 (Rotary relay) 


Fan motor 


HEPA UNIT (Thermo board) 
J3 (to DRIVER UNIT) 


R46 (Shunt for ammeter) J3 (ANT input) 


9-5 PLL UNIT 


IC1 SC-3062A (PLL LSI) 


_1C10.4PD4030 
Seis (POC ‘signal generator) 
3 1C2 NJM4558D 
4 ~ (Level converter) 
IC5 # PD4030 

(D/A converter buffer) 


IC4 4 PD4030 


X7 15.0754MHz voc ea » Rea! REE a) ia ARO ; | } 
one I. (D/A°converter buffer) 
ele C3 NJM4558D 
a in >». (PEL loop filter) 


Te sous 
} & cre if ag 
5 " SF Pe 2 Fr 
L16, L17 (45MHz band pass filter) == Pb apa - A addi eee ers 1 : : 1C6. SN76514 (PLL 1st Mixer) 


C108 (5.000MHz frequency adjust) 


X8 5.000MHz 
(Reference freq crystal)” 


IC7 SN76514 (PLL 2nd Mixer) a 


Be * 


L13, L14 (IF band pass filter) 


X1 
27.125MHz X6 40.625MHz 


1 ; Z ‘5 f _ 
Haake ie, | baad: crystal) ell A a I im oF * (28MHz band crystal) 
Me oh ' ae eee rane ante X5 37:125MHz 

z-band crystal) = enna een ee (21MHz band crystal!) 
X3 30.125MHz X4 33.625MHz 


(7MHz band crystal) mw un if wigan ait . 4 (14MHz band crystal) 


10-1-2 “A” UNIT IC IN TRANSMIT MODE 


REMARKS 


COMP ON 


COMP ON 


COMP ON 


10-1-3 “A” UNIT IC IN RECEIVE MODE 


PESaoenGiiicmer oI 

pce 80) a ee ee 
[te far [as [enol to fs7[safasfeet TT P| 
[es fo fra [ea [ss [2s fenolo fo [as |as[as|as[ealo fT 
[ter Jo [area] ss [2a |enolo fo [aslas|ss[ssleslo fo 
ee ee 
pos JO [On| 0 | 8 00) oie ae 


10-2-1 “B” UNIT TRANSISTORS 


COLLECTOR|EMITTER 
OR OR 
DRAIN SOURCE 


6 
‘i 


Q 3 0 


O;O;}O 
co} | om 
-|0 °o 
EE 


10-2-2 “B” UNIT IC IN TRANSMIT MODE 


[Ea Ee ROOTED SES SOP rte a al 
: ES teeooogononmcnc mee 


10-2-3 “B”’ UNIT IC IN RECEIVE MODE 


oy thadaes | A 
er fist frea}rol erase fost | ty 


REMARKS 


IC 1 


act reer 
TR No. coe | Conta avel tt. neat cans Say Cae 7s REMARKS 
GATE1 |GATE2 DRAIN oe ee 1 |GATE2 aan eovace 

Din Cur ee ote as 5. A) et | | 
Pema rr eros of loeteth SMe 9 ner low ati | 
ice em led DOW ela! yaaa 29KISPO. Wh 88 oe HO ho A | 
Pen oe eNercors GND) i eae Pe a 
Eee Moen ee roma GND Th bam ents Lee a 
eee nee toreesoste |: oltre Memento | el ae 
Aeon een ee con ee an 80 | 04 
een ener en eh | ae gi ate 04 NB ONT 
ici) ree een eee eet Pee eave eit Sr ee rie 
CUED Le oo lone onaiee lune a Ee MLD ir a en a MF ce 
<VUICIE < u.aa ol Su oe ean lad OR RIO a  | DN ak 
ee See eer ening Pr prt gers ae) | 
tame eae aera Gens |Poaih One eta ree TO IGND ST ove | 
ieee ree ee ett | en Oe te aie GND yen 7 
fone ee ornate eta tt ie | oecerep! | 
re eek aie mee ei are | ieee Ae ae DELETED 

Eee nae Wn cme ey area TRON 280 dar 79 To) Te 4 
ip eogen momen ot "| TueT mom 28 ger 79 et ole a 
pra mom cme er | ie orn se] ear 
jae o | ae {za {97 _} 9 {ze {79 {+ 
me onus Oo 7. | Oe OME eM 78 Ah OT A | 
ray Od ee ra a ee 
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10-4 RELAY SWITCH UNIT 
TR No. 


BASE COLLECTOR|EMITTER | BASE COLLECTOR|EMITTER 
No. | OR OR OR OR OR OR... Eee 
GATE1 |GATE2 | DRAIN |SOURCE |GATE1 |GATE2 | DRAIN | SOURCE 


7MHz 


* High impedance: multimeter does not indicated actual voltage. 
4 Pulse activated 


10-5 PA UNIT : 
TRANSMIT RECEIVE 
BASE COLLECTOR! EMITTER! BASE OLLECTORIEMITTER 
GATE 1 GATE 2 DRAIN SOURCE | GATE 1 GATE 2 DRAIN SOURCE 
oe Face Yc Ole GND ES PA BOARD 


Oe ee ee 
A ee ee ae ee ee ee ee 
p08 | 8002] sea 
Pn Oren GND. [av at en 
Fe eee ee eee 
ASSES A RR RESP BT: YB ERP A ee 
L016 | 0.6 aN | ee 
Te La a TS ae Leap 
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~{a) With the MODE switch in USB, adjust the AF 
oscillator output level to obtain 20 Watts output on 
the Watt meter. 


{b) Then change the mode to LSB and adjust R2 in the 


7-4 PLL UNIT ADJUSTMENT 


7-4-1 FREQUENCY ADJUSTMENT 

This adjustment can be performed without removing the 
PLL unit seal. Remove the plug from J2 in the RF unit and 
connect the counter to coax 2 — output of VCO low 
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“A” unit to obtain the same 20 Watts. 


(c) Repeat the adjustments in (a) and (b) until the RF 
output for USB and LSB are the same. (20 Watts). 


Compressor pass band adjustment 


R2 Described in (b) 


(A unit) 


pass filter. Select the 1.8MHz band and open the top cover 
to place the FREQ SET control to the 12 o'clock position. 
Align the frequencies referring to the counter display as 
shown in the following table. 


10,810.0 


23,012.4 


30,010.0 


7-4-2 VCO COIL ADJUSTMENT 

Measure the voltage at Pin 5 (PD) of J1 in the VCO unit 
with the multi-meter or oscilloscope taking care to avoid 
accidential shorts or grounds. As the measured voltage will 
vary to both polarities, a calibrated, syncroscope should be 
used for ease of adjustments. The adjustments should be 
performed as follows. 


The ideal voltage range as we tune from one end of a band 
to the other is —3V to OV. The —3 Volt level is maximum 
and must not be exceeded. Initially check for the 
maximum positive voltage and set it to zero with the 
adjustment shown for the band. Then tune through the 
band for the low voltage. If it is more positive than —3V, 
no further adjustment is necessary. If the low point is more 
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Thank you for choosing the IC-701PS. This unit is an 
AC Power Supply for the IC-701, ICOM’s Digital All 
Solid State HF Transceiver. 


Wi SPECIFICATIONS 


e Number of Semi- Silicon diode 4 
conductors: LED 1 
e Input Voltage 117/230V AC (50/60 Hz) 


(suitable voltage): 
e Allowable voltage +10% of input voltage (suitable line 


fluctuation: voltage) 
e Input Capacity: 360VA (at 20A load) 
e Output Voltage: DC13.8V (at 20A load) 


e Max. Load Current: 20A (10 minutes ON/10 minutes OFF 
50% duty cycle) 

e Polarization: Negative ground 

e Internal Speaker: 125 x 77 mm 
2 watt nominal input 
4 watt maximum 


e Dimensions: 110 (H) x 180 (W) x 260 (D) mm 
e Weight: Approximately 8 kg 
e Accessories included: AC power cord 1 

Spare fuse 2 


Speaker cord 1 


Mi BEFORE USE 

This is an AC power supply for the IC-701 and is 
designed to be turned ON and OFF with the power 
switch on your IC-701; this unit does not have a separate 
power switch. 

As this unit has 20A maximum capacity at 13.8V DC, 
it is recommended that you do not use this unit with 


other than the IC-701, even for experimental purposes. 


i HOW TO USE 

Connect the DC output plug of this unit to the IC- 
701 power connector securely, as shown in the figure at 
right. At this time, make sure that 

(1) the power switch on the IC-701 is OFF, 

(2) the T/R switch is at the RECEIVE position, and 

(3) no microphone is connected. 

Connect the AC power cord to the AC power con- 
nector on the rear panel of the IC-701PS. Connect the 
AC power cord plug in the power outlet. At this time, 
the remote control relay in this unit will be at the stand- 
by position. By turning the IC-701 power switch ON, 
this unit will be turned ON and the power display LED 
illuminated. For further operating information, see the 


instruction manual for the IC-701. 


Power Display LED 
Is illuminated when power is ON. The 
power ON/OFF is controlled by the 
power switch of the IC-701. This unit 
does not have a separate power switch. 


Speaker 
There is a 125 x 77 mm oval speaker built 
in. Use as the external speaker for the IC- 
701. The impedance is 8 ohms and the 
input power is 2 watts. 


SPK INPUT Jack 
Speaker input jack for connecting to EXT 
SPK jack of the IC-701, using the 
included speaker cord. 


Fan Power Jack 

Jack for cooling fan connection. 12V, 
approximately 100mA_ is_ available 
through this jack. For normal operation, 
a cooling fan is not necessary; however, it 
is recommended that an optional cooling 
fan be used for continuous transmission, 
such as for RTTY. 


DC Output Plug 
DC13.8V is available at up to 20A. Con- 
nect this plug to the power connector of 
the IC-701. 


Speak 


WOVE 
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@ FUNCTIONS 


Main Switch 
The power ON/OFF of this unit is re- 
mote-controlled by the power switch of 
the IC-701. The relay for this remote 
control is connected continuously to the 
AC power line and consumes 2VA. The 
power consumption of the relay is so lit- 
tle when the power switch is OFF that 
you need not worry about overheating. 
But it is recommended that the Main 
Switch be turned OFF when the unit is 
not used for a long time. When the Main 
Switch is OFF, the power can not be 
turned ON by the power switch of the IC- 
701. 


Fuse Holder 
Fuse holder for the AC power line. If the 
fuse blows, replace with a 5A (at 117V) 
or 3A (at 230V) fuse after checking the 
cause of the problem. Use a philips (+) 
screwdriver to open the holder. The out- 
side ring of the holder can not be rotated. 
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g Bic om AC Power Connector 
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DG OUTPUT 
1358 V 204 


GND Terminal 
Ground this terminal with as short a wire 
as possible to protect from shock. 


@ HOW TO USE THE INTERNAL SPEAKER 

Use the included speaker cord to connect the SPK 

AC Bates INPUT jack on the rear panel of the IC-701PS and the 
outlet EXT SPK jack on the rear panel of the IC-701. 

The impedance and nominal input power of the 
speaker in this unit are 8 ohms and 2 watts, respectively, 
and this speaker can be used with any transceiver with 
these specifications. This speaker is designed for com- 


munication purposes and is not suitable for Hi-Fi use. 
AC Power cord : 
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CONNECTION OF A SEPARATE RECEIVER 


ANTENNA 


SEPARATE RECEIVER 
(®) ANTENNA TERMINAL 
® MUTE TERMINAL 


Connect a 12V small relay between Pins SHRI Codes SHS UFEnca en cinch Pie 2 a and 3 of ACC socket, and 
control the separate receiver by contacts of the relay. 


CONNECTION OF SEPARATE ANTENNAS 5-5-7 CONNECTION OF A LINEAR AMPLIFIER 
Receivi Be Connect the output connector (ANT) to the input of the 
eceiving Ternsmitting f A : 
ANTENNA ANTENNA linear amplifier. If the linear does not have an RF sense 


line, it will be necessary to use the circuit shown below to 
key the Amplifier. !f ALC is available from the amplifier, 
PEUTT ESE E Eee it should be of negative polarity and about 5 volts peak 
for complete shut down. The ALC voltage should be 
connected to the ALC connector of the IC-701 and the 
ALC connector of the amplifier. 


CONNECTION OF A LINEAR AMPLIFIER 


(eR RRR RARER DRE AAS B | 


Sa AMPLIFIER 


INPUT 
T/R 7 


Adjust for 
proper ALC level 


: a a 
wee me mae mee 


$ 

i] 

1 

i 
Makes during : 
transmit n 
i 

t 

i 

t 

t 

8 

5 


ACC SOCKET 


ee oe oe ee ee eee ee ee es es eee ome ee oh 


12 Volt 
small relay Sry ay Bd 
Pi a hc a OR eee ae Gola eh aa 4 


5-5-8 CONNECTION OF ACCESSORY SOCKET 
Various adapters can be used through terminals in this 
SOCKET for frequency contro! input, modulation output, 
receiver output, T/R change-over contro! and so on. The 
table below shows terminal connections of this connector. 
Care should be taken not to apply voltages other than —0.5 
V to +5V to terminals between No. 14 and No. 24 as they 
are connected with the C-MOS IC. 


ACC SOCKET CONNECTIONS 


PINNe| FUNCTION. 


NC (no connection) 
13.8 Volts DC in conjunction with the power 
switch operation. 

Connected to Push-to-talk, T/R change-over 
switch. When grounded, the set operates in the 
transmit mode. ' 

Output from the receiver detector stage. Fixed 
output regardless of AF output or AF gain. 


Output from Transmitter MIC amplifier stage. 
8 Volts DC available when transmitting. (relay 
can not be directly actuated.) 
input for external ALC voltage. 

Ground 
input for RTTY keying (MARK: HIGH level, 
SPACE: LOW level). 
8 Volts DC available when the 28MHz band 

-is selected. 
input for TRANSVERTER control. When 8 
Volts DC Is applied, set can operate with a 
transverter. 

Output reference voltage for band switching. 
INPUT/OUTPUT for external band switching. 
CKE Output HIGH level at band edge. 

LOCK input to lock dial externally. 

UDC Input to control Up/Down counter 
externally. 

SCAN Input to scan frequency. 

CL Input to clear frequency. 

FCL Input to clear counter in specified digit 
and input for MSB data. 

KO Input for frequency contro! data. 

K1 Input for frequency control data. 

K2 Input for frequency contro! data. 

4 Input for frequency control data. 

K8 Input for frequency control data. 


SECTION 6 THEORY 


OUT LINE 


The iC-701 employs a digital phase locked loop (PLL) 
Circuit as the local oscillator for both transmit and receive. 
The output of the PLL circuit is approximately 9MHz 
above the receive frequency, thereby spurious is kept to a 
minimum. 


The frequency is determined as follows. A pulse generated 
by the optical chopper circuit, located at the tuning knob, 
is digitalized by the up/down counter in the LS! (ICOM’s 
custom developed Large Scale Integrated circuit) and used 
to control a programmable divider, also located inside the 
LSI chip. The programmable divider controls the PLL 
circuit which determines the output frequency of the VCO 
(Voltage Controlled Oscillator). 


in the receiver section, signals from the antenna are mixed 
with the local oscillator output from the PLL circuit. 
After passing through the pass band tuning circuit, the 
signals are amplified then detected to become audio signals, 
amplified again and sent to the speaker. 


The transmitter uses a carrier of 9.013MHz for USB and 
9.010MHz for LSB. The carrier and the voice signal are 
sent to a balanced modulator where the DSB suppressed 


carrier signal is generated. The unwanted sideband is 
removed by a crystal filter, and an SSB signal of 9.0115MHz 
is obtained. This SSB signal is mixed with the local 
oscillator output from the PLL circuit, which is the same 
as that of the receiver section, and then amplified, filtered, 
and sent to the antenna. 


6-1 RECEIVER 


6-1-1 RF AMPLIFIER AND MIXER CIRCUIT 

A signal from the antenna is passed through the ALC and 
filter units and applied to the antenna switching circuit 
located on unit “B’’. During reception, Q17, the antenna 
switching transistor, is ON, thus forward biasing D25 and 
D26. The incomming signal passes through these diodes, 
through the external receive antenna jumper, and is fed to 
the attenuator circuit. If the attenuator switch on the 
front panel is in the ON position, the signal passes through 
the attenuator and is attenuated 10dB. The signal is then 
fed to the RF unit through J3. If the attenuator switch is 
in the OFF position, the signal is fed directly to J3. D22 
through D33 are switching diodes for the input and output 
signals through their respective RF circuits depending on 
the band selected. O15 through 020 are dual gate MOS 
FET amplifiers. The incomming signal is fed to the first 
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CONNECTION OF A SEPARATE RECEIVER 


ANTENNA 


SEPARATE RECEIVER 


(@) ANTENNA TERMINAL 


@ MUTE TERMINAL 


Connect a 12V small relay between Pins 2 and 3 of ACC socket, and 
control the separate receiver by contacts of the relay. 


CONNECTION OF SEPARATE ANTENNAS 


Receiving Ternsmitting 
ANTENNA ANTENNA 


Adjust for 


112 Volt 
! small relay 


ACC SOCKET 


proper ALC level 
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5-5-7 CONNECTION OF A LINEAR AMPLIFIER 
Connect the output connector (ANT) to the input of the 
linear amplifier. If the linear does not have an RF sense 
line, it will be necessary to use the circuit shown below to 
key the Amplifier. If ALC is available from the amplifier, 
it should be of negative polarity and about 5 volts peak 
for complete shut down. The ALC voltage should be 
connected. to the ALC connector of the IC-701 and the 
ALC connector of the amplifier. 


LINEAR AMPLIFIER 


(aR Aer al 


INPUT ANT 
T/R. ALC 
©) @) 


ALC voltage output terminal 


T/R Change-over control terminal 
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5-5-8 CONNECTION OF ACCESSORY SOCKET 
Various adapters can be used through terminals in this 
SOCKET for frequency control input, modulation output, 
receiver output, T/R change-over control and so on. The 
table below shows terminal connections of this connector. 
Care should be taken not to apply voltages other than —0.5 
V to +5V to terminals between No. 14 and No. 24 as they 
are connected with the C-MOS IC. 


Outside view 


ACC SOCKET CONNECTIONS 


PINNe] __~~S=FUNCTION 


NC (no connection) 
13.8 Volts DC in conjunction with the power 
switch operation. 

Connected to Push-to-talk, T/R change-over 
switch. When grounded, the set operates in the 
transmit mode. 

Output from the receiver detector stage. Fixed 
output regardless of AF output or AF gain. 


Output from Transmitter MIC amplifier stage. 
8 Volts DC available when transmitting. (relay 
can not be directly actuated.) 

Input for external ALC voltage. 

Ground 

Input for RTTY keying (MARK: HIGH level, 
SPACE: LOW level). 

8 Volts DC available when the 28MHz band 
‘is selected. 

input for TRANSVERTER control. When 8 
Volts DC is applied, set can operate with a 
transverter. 

Output reference voltage for band switching. 
INPUT/OUTPUT for external band switching. 
CKE Output HIGH level at band edge. 

LOCK Input to lock dial externally. 

UDC Input to control Up/Down counter 
externally. 

SCAN Input to scan frequency. 

CL Input to clear frequency. 

FCL input to clear counter in specified pt 
and input for MSB data. 

KO Input for frequency control data. 

K1 Input for frequency control data. 

K2 Input for frequency contro! data. 

K4 Input for frequency control data. 

K8 Input for frequency contro! data. 


SECTION 6 THEORY 


OUT LINE 

The IC-701 employs a digital phase locked loop (PLL) 
circuit as the local oscillator for both transmit and receive. 
The output of the PLL circuit is approximately 9MHz 
above the receive frequency, thereby spurious is kept to a 
minimum, 


The frequency is determined as follows. A pulse generated 
by the optical chopper circuit, located at the tuning knob, 
is digitalized by the up/down counter in the LSI (ICOM’s 
custom developed Large Scale Integrated circuit) and used 
to control a programmable divider, also located inside the 
LSI chip. The programmable divider controls the PLL 
circuit which determines the output frequency of the VCO 
(Voltage Controlled Oscillator). 


In the receiver section, signals from the antenna are mixed 
with the local oscillator output from the PLL circuit. 
After passing through the pass band tuning circuit, the 
signals are amplified then detected to become audio signals, 
amplified again and sent to the speaker. 


The transmitter uses a carrier of 9.013MHz for USB and 
9.010MHz for LSB. The carrier and the voice signal are 
sent to a balanced modulator where the DSB suppressed 


carrier signal is generated. The unwanted sideband is. 
removed by a crystal filter, and an SSB signal of 9.0115MHz 
is obtained. This SSB signal is mixed with the focal 
oscillator output from the PLL circuit, which is the same 
as that of the receiver section, and then amplified, filtered, 
and sent to the antenna. 


6-1 RECEIVER 


6-1-1 RF AMPLIFIER AND MIXER CIRCUIT 

A signal from the antenna is passed through the ALC and 
filter units and applied to the antenna switching circuit 
located on unit “B’. During reception, Q17, the antenna 
switching transistor, is ON, thus forward biasing D25 and 
D26. The incomming signal passes through these diodes, 
through the external receive antenna jumper, and is fed to 
the attenuator circuit. If the attenuator switch on the 
front panel is in the ON position, the signal passes through 
the attenuator and is attenuated 10dB. The signal is then 
fed to the RF unit through J3. If the attenuator switch is 
in the OFF position, the signal is fed directly to J3. D22 
through D33 are switching diodes for the input and output 
signals through their respective RF circuits depending on 
the band selected. Q15 through Q20 are dual gate MOS 
FET amplifiers. The incomming signal is fed to the first 
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fon MARK. For WIDE SHIFT, they are 2975Hz for 
SPACE and 2125Hz for MARK. Also turn the P. B. Tune 
control fully clockwise for clear reception. 


5-4-2 TRANSMITTING 

For Keying of the FSK (Frequency Shift Keying) circuit, 
insert a high speed relay’s coil into the loop current circuit 
of the teletypewriter and connect the relay contacts to Pins 
8 and § of the ACC socket on the rear panel. The relay 
contacts make during the SPACE and break during the 
MARK. 


When a high speed relay is used 


ACC SOCKET 


' RTTY 


R 
DEMODULATOR 
(TU) 


When a level converter for TTL level signals is used, connect 
the output of the converter to Pins 8 (ground) and 9 of the 
ACC socket. Apply HIGH level (5V) signals for the MARK 
and LOW (OV) signals for the SPACE. When using an 
AFSK generator that has 2125Hz for MARK and 2295Hz 
(2975Hz in wide shift) for SPACE, connect the output 
signals for the AFSK generator to the MIC connector on 
the front panel and turn the MODE Select switch to the 
LSB mode. In this case, you can use the VOX operation 
available in the SSB mode, so receive to transmit change 
over is very easy. 
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When a level converter is used 
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5-5 OTHER OPERATIONS 


5-5-1 VSWR READING 

The IC-701 has a built-in VSWR meter for checking antenna 
matching in order to avoid problems caused by VSWR. 
Set the METER Select switch to the Po position, the T/R 
switch to Transmit, and Mode switch to the RTTY position. 
Adjust the SWR SET control so that the meter needle 
points to “SET” on the meter scale. Set the SWR switch, 
located under the access cover, to the SWR position. 
(Before your unit is shipped, the SWR switch is fixed in 
place in the SET position with a plastic screw. Remove 
this screw before trying to make VSWR readings). With 
the switch in the SWR position, SWR reading can be seen 
on the meter. Although this unit is built to handle VSWR 
of up to 2:1, it is recommended that the antenna(s) be 
adjusted for the lowest possible VSWR. After taking the 
reading, return the switch to the SET position. ALSO BE 
SURE THAT THE ANTENNA IMPEDANCE IS 52 OHMS 
OR THERE MAY NOT BE ANY OUTPUT. OTHERWISE 
THERE WILL BE DAMAGE TO THE TRANSCEIVER. 


The final transistors used in the IC-701 are of good design 
and are protected to a resonable extent by circuits 
incorporated in the set. These devices can be expected to 
have an indefinite lifetime since there are no cathodes to 
burn out. Under some conditions, however, they can be 
abused beyond tolerance and may have to be replaced. 


When in doubt about antenna systems, use the lowest 
power setting possible to achieve meaningful readings. Use 
a good tuner or transmatch when necessary. Always use 
caution and exercise judgement when testing RF power 
generators. 


5-5-2 AUTO DIMMER 


For optimum visual comfort, the meter lamp and frequency 


. MACHINE 
60mA or 20mA LOOP 


AFSK 
GENERATOR 


display LEDs are automatically dimmed and brightened 
depending on the brightness or darkness of the surrounding 
light by use of a built-in Dimmer Photosensor, located on 
the right side of the frequency display on the front panel. 
For the AUTO DIMMER to function properly, take care 
that the dimmer photosensor is not covered by your hand 
or other object. 


The threshold for the functioning of the AUTO DIMMER 
can be adjusted by turning the DIM GAIN Control, located 
under the access cover. Rotating the contro! counter- 
clockwise will lower the operation threshold of the circuit. 
The circuit can be turned OFF by the DIM switch located 
also under the access cover. 


5-5-3 WWV RECEPTION 

To receive WWV (or other standard frequency station), set 
the BAND SELECT switch to the 14MHz band and the 
MODE switch to the USB or LSB position. Tune to 
15.000.0MHz on the frequency display. The WWYV signal 
can be used for alignment of a frequency counter, marker 
oscillator, or the frequency display. — 


5-5-4 SIMPLE FREQUENCY ALIGNMENT 

A very accurate frequency counter is necessary to align the 
frequency of the IC-701. However, the frequency can be 
aligned simply by receiving the WWYV signal. 


1. Set the frequency display to 15.000.0MHz and be sure 
that you are receiving the WWYV signal. 

2. Set the Mode Select switch to CW. A 900Hz beat can 
be heard. 

3. Short the KEY Jack on the rear panel so that the CW 
sidetone also becomes audible. 

4. Rotate the FREQUENCY SET Control, located under 
the access cover, so that the two tones are of the same 
pitch. If the tones are difficult to adjust because of a 
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for MARK. For WIDE SHIFT, they are 2975Hz for 
SPACE and 2125Hz for MARK. Also turn the P. B. Tune 
control fully clockwise for clear reception. 


5-4-2 TRANSMITTING 

For Keying of the FSK (Frequency Shift Keying) circuit, 
insert a high speed relay’s coil into the loop current circuit 
of the teletypewriter and connect the relay contacts to Pins 
8 and 9 of the ACC socket on the rear panel. The relay 
contacts make during the SPACE and break during the 
MARK. 


When a high speed relay is used 
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RTTY 
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When a level converter for TTL level signals is used, connect 
the output of the converter to Pins 8 (ground) and 9 of the 
ACC socket. Apply HIGH level (5V) signals for the MARK 
and LOW (OV) signals for the SPACE. When using an 
AFSK generator that has 2125Hz for MARK and 2295Hz 
(2975Hz in wide shift) for SPACE, connect the output 
signals for the AFSK generator to the MIC connector on 
the front panel and turn the MODE Select switch to the 
LSB mode. In this case, you can use the VOX operation 
available in the SSB mode, so receive to transmit change 
over is very easy. 
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When a level converter is used 
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When an AFSK generator is used 
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5-5 OTHER OPERATIONS 


5-5-1 VSWR READING 

The IC-701 has a built-in VSWR meter for checking antenna 
matching in order to avoid problems caused by VSWR. 
Set the METER Select switch to the Po position, the T/R 
switch to Transmit, and Mode switch to the RTTY position. 
Adjust the SWR SET control so that the meter needle 
points to “SET” on the meter scale. Set the SWR switch, 
located under the access cover, to the SWR position. 
(Before your unit is shipped, the SWR switch is fixed in 
place in the SET position with a plastic screw. Remove 
this screw before trying to make VSWR readings). With 
the switch in the SWR position, SWR reading can be seen 
on the meter. Although this unit is built to handle VSWR 
of up to 2:1, it is recommended that the antenna(s) be 
adjusted for the lowest possible VSWR. After taking the 
reading, return the switch to the SET position. ALSO BE 
SURE THAT THE ANTENNA IMPEDANCE IS 52 OHMS 
OR THERE MAY NOT BE ANY OUTPUT. OTHERWISE 
THERE WILL BE DAMAGE TO THE TRANSCEIVER. 


The final transistors used in the IC-701 are of good design 
and are protected to a resonable extent by circuits 
incorporated in the set. These devices can be expected to 
have an indefinite lifetime since there are no cathodes to 
burn out. Under some conditions, however, they can be 
abused beyond tolerance and may have to be replaced. 


When in doubt about antenna systems, use the lowest 
power setting possible to achieve meaningful readings. Use 
a good tuner or transmatch when necessary. Always use 
caution and exercise judgement when testing RF power 
generators. 


5-5-2 AUTO DIMMER 
For optimum visual comfort, the meter lamp and frequency 


AFSK 
GENERATOR 


display LEDs are automatically dimmed and brightened 
depending on the brightness or darkness of the surrounding 
light by use of a built-in Dimmer Photosensor, located on 
the right side of the frequency display on the front panel. 
For the AUTO DIMMER to function properly, take care 
that the dimmer photosensor is not covered by your hand 
or other object. 


The threshold for the functioning of the AUTO DIMMER 
can be adjusted by turning the DIM GAIN Control, located 
under the access cover. Rotating the control counter- 
clockwise will lower the operation threshold of the circuit. 
The circuit can be turned OFF by the DIM switch located 
also under the access cover. 


5-5-3 WWV RECEPTION 

To receive WWV (or other standard frequency station), set 
the BAND SELECT switch to the 14MHz band and the 
MODE switch to the USB or LSB position. Tune to 
15.000.0MHz on the frequency display. The WWYV signal 
can be used for alignment of a frequency counter, marker 
oscillator, or the frequency display. 


5-5-4 SIMPLE FREQUENCY ALIGNMENT 

A very accurate frequency counter is necessary to align the 
frequency of the IC-701. However, the frequency can be 
aligned simply by receiving the WWV signal. 


1. Set the frequency display to 15.000.0MHz and be sure 
that you are receiving the WWV signal. 

2. Set the Mode Select switch to CW. A 900Hz beat can 
be heard. 

3. Short the KEY Jack on the rear panel so that the CW 
sidetone also becomes audible. 

4. Rotate the FREQUENCY SET Control, located under 
the access cover, so that the two tones are of the same 
pitch. If the tones are difficult to adjust because of a 
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Thank you for choosing the IC-701PS. This unit is an 
AC Power Supply for the 1C-701, |COM’s Digital All 
Solid State HF Transceiver. 


@ SPECIFICATIONS 


e Number of Semi- Silicon diode 4 
conductors: LED 1 

Input Voltage 117/230V AC (50/60 Hz) 
(suitable voltage): 


e Allowable voltage +10% of input voltage (suitable line 


fluctuation: voltage) 
e Input Capacity: 360VA (at 20A load) 
e Output Voltage: DC13.8V (at 20A load) 


e Max. Load Current: 20A (10 minutes ON/10 minutes OFF 


50% duty cycle) 
Negative ground 
125 x 77 mm 
2 watt nominal input 
4 watt maximum 
e¢ Dimensions: 110 (H) x 180 (W) x 260 (D) mm 
e Weight: Approximately 8 kg 
¢ Accessories included: AC power cord 1 
Spare fuse 2 
Speaker cord 1 


e Polarization: 
e Internal Speaker: 


M@ BEFORE USE 

This is an AC power supply for the !C-701 and is 
designed to be turned ON and OFF with the power 
switch on your IC-701; this unit does not have a separate 
power switch. 

As this unit has 20A maximum capacity at 13.8V DC, 
it is recommended that you do not use this unit with 
other than the IC-701, even for experimental purposes. 


Mi HOW TO USE 

Connect the DC output plug of this unit to the IC- 
701 power connector securely, as shown in the figure at 
right. At this time, make sure that 

(1) the power switch on the IC-701 is OFF, 

(2) the T/R switch is at the RECEIVE position, and 

(3) no microphone is connected. 

Connect the AC power cord to the AC power con- 
nector on the rear panel of the IC-701PS. Connect the 
AC power cord plug in the power outlet. At this time, 
the remote control relay in this unit will be at the stand- 
by position. By turning the IC-701 power switch ON, 
this unit will be turned ON and the power display LED 
illuminated. For further operating information, see the 


instruction manual for the 1C-701. 


Power Display LED 
Is illuminated when power is ON. The 
power ON/OFF is controlled by the 
power switch of the IC-701. This unit 
does not have a separate power switch. 


Speaker 
There is a 125 x 77 mm oval speaker built 
in. Use as the external speaker for the IC- 
701. The impedance is 8 ohms and the 
input power is 2 watts. 


SPK INPUT Jack 
Speaker input jack for connecting to EXT 
SPK jack of the IC-701, using the 
included speaker cord. 


Fan Power Jack 
Jack for cooling fan connection. 12V, 
approximately 100mA _ is _ available 
through this jack. For normal operation, 
a cooling fan is not necessary; however, it 
is recommended that an optional cooling 
fan be used for continuous transmission, 
such as for RTTY. 


DC Output Plug 
DC13.8V is available at up to 20A. Con- 
nect this plug to the power connector of 
the IC-701. 


Speaker ci 


ee RR a ew ER EID 
WHYTE 


‘ . a a 
q a 7 
5 ¥ : 
a 
i 
\ " 
aoe » ” 4% 
; vi tS a oe mes ey eM 
f a: ee oo eae 4 
a “9 ) ae at : ; ; ‘Ee ale lamin ch | ie 
; ‘ Ain > alba aire + ee 
t i F ’ WARN ‘ - 
Wy ely ‘ " Ay 
> J ide i W 


ie a ees i t orate nas Naa 
_ atonak |: « - ? s , cee 
wie gO won E | 0 o/h HON Cae Seti 


, 


ntaraay iilarh Uwe ne eget epynlag wore: er 
dapatiay=: ea 
(Saat ADS ie) AV ORS.” 


Hor OOS ted VELEIIG 


‘ —e 1 ae ; Bate 
DLTE MALY Se patie} OS ‘preewaa? mold: 
ot} y _) oe rs Med” a ’ 
r ig dic itsiggoath 
ra. ok NG te 
. i» ¥ 
oe LT fa : 
ry i rs aay't va \“ 
Rit Postel a : fs 
; : 5 
4 yd ae A ‘J , 
‘i (ch i AS ae ag 
halt lia. area h ha Tit indi: LAN 
{ thie) vi 
3 ib : P Px) 
nai! SMe, 
» ' y ' 4 
7 
3 ‘ 
{ vir» . 1 Awe 
‘ 
a we WARD te 
; mes viel 


ye 
dose dain 

: & ep eT te PARAS. Pale? Tey alee At 
q ~ : Ch nay] 1; oe lee - 


hed ) 1 Cr wai 


: ie f LOS Yer ai? hy gine Nid DE eit sree, mas 


it i by Cet ie, , 7 of 84 wa 7 ‘ei ore 4 ie || ray 
i i : 
1 iw 2 1 wy lpi? wr! but a) 
# FOS 2b ect tp reat cyneg OD THY 


t 


7s? ne uneheey SISOS « 108 7 mer ant Re ets 
i, 2 of " (| re stain. aie. on (Gr, vs ; 
i % if oy | UES HOCK APA RET AT emai yh ont % aroun ng 
: weil a op ot " ann? Pucpiihy <u Sith bey pot ers win wit. mp ; 7 
fe or) ot nel yt ts ate verity oF th Guay ea a 


tea ily fie mal Sie tend We Ob vate, eiienae Sens 
Oy - eK » Aevioyy, weg Dh oH ore Sabb va 

i ae Ad SAE. wore, att on hasta 
ne se tela bests obhy shitnlg +o 


@ FUNCTIONS 


Main Switch 
The power ON/OFF of this unit is re- 
mote-controlled by the power switch of 
the IC-701. The relay for this remote 
control is connected continuously to the 
AC power line and consumes 2VA. The 
power consumption of the relay is so lit- 
tle when the power switch is OFF that 
you need not worry about overheating. 
But it is recommended that the Main 
Switch be turned OFF when the unit is 
not used for a long time. When the Main 
Switch is OFF, the power can not be 
turned ON by the power switch of the IC- 
701. 


EQRIZOM ac power supriy 
§<-7FOLrS 


Fuse Holder 
Fuse holder for the AC power line. If the 
fuse blows, replace with a 5A (at 117V) 
or 3A (at 230V) fuse after checking the 
cause of the problem. Use a philips (+) 
screwdriver to open the holder. The out- 
side ring of the holder can not be rotated. 


AC Power Connector 
Connect the included AC power cord. 


GND Terminal 
Ground this terminal with as short a wire 
as possible to protect from shock. 


SPK INPUT 
Bog. 
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@ HOW TO USE THE INTERNAL SPEAKER 
Use the included speaker cord to connect the SPK 
INPUT jack on the rear panel of the IC-701PS and the 

AC Power 

outlet EXT SPK jack on the rear panel of the IC-701. 
The impedance and nominal input power of the 
speaker in this unit are 8 ohms and 2 watts, respectively, 
and this speaker can be used with any transceiver with 


these specifications. This speaker is designed for com- 


munication purposes and is not suitable for Hi-Fi use. 


AC Power cord 
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@ 1C-701PS SCHEMATIC DIAGRAM 


T2 TP-19 


110V 


D3 SEL151R 


SR-20N2R 


D2 
SR-20N2R 


(117V) 


ICOM INCORPORATED 


1-6-19, KAMI KURATSUKURI HIRANO-KU, 


OSAKA JAPAN 


001 


C10 


DC OUTPUT 
20A 


Whitey? 
ttn ale ean oe 


i 
f 


ene 


ith 


Avy, 


i) 


ire 


4 Ts 


is 
rn 


ic-701 SCHEMATIC DIAGRAM 


gee AB EMME GBA BCD, fo B26 Dito Gok Pl 4p Pap 


=s pespersers npee=: 


[| Bastar 


; TT ailil stim 
PIO 
Hs 
beueoe 


a 


eee L 

IT $7 ° 

mi il iil 
eevee H 

(© ieee | | jt ——— fee wh fee eee 

Mae 200 Slr as i | ii =e j Q2% 25CI571G| Q2F 2 
met se on —a Beet 1 cl fies 
_e eee ees agree 4 : 
URS er eA UL TT Tew | | i : 

SE 3¥ a CCCecisa | 

clear OD g i 


eS | 


ieee 


ni 


[oodd0d|s 


Kix2 [OKA 


) 


a a 


Nese 
| 


U 
e 
ve 
De 
a 
i 
¢ 
\ 
4s 
a5 
j 
~ 
i 
me 
ne 
; ¢ ‘+ 


ay 


eee 
h ma 
Ma a 


ip? A 
WGA: 


i % 
LP r + 
a 


ou 
mor Tos 


13 LR-50 


Top TR 


L7 LR 4 


9 
Tpesttccr 788 
LO URS 9 LR-56 mr 


SS ae es eee Sera ae z 
Q23, 250ME-P ON PCIE 


D297 23 0) | 


ryt 
aes ~ 


2g 6s 
“= ICI3 401l 


ry 


MAIN A U-126 


: =a ae 
eee G28 ZH] O27 ZACH | os0 HP 042045? [om aeHSP Ges aOR 
TT i 


= 
Wi Bh ae iil 8 % . + 
BE faeces K 
| PTT IRry Kev] [ge K 2 = 
awe b to 
Ht a § 
“ a yr ae 
aa ; 4 g 


RBI OK RIG2 fOr, 


L : Ea) 8 of i ? 
ale i : 


CATER 
ae 
Bue Pye | $5 
ft] Ye CF 
RE PATE ee RNS Deel 


CW DELAY 


(A[ICOM] tcom INcoR 
ABE ON 


, 
i= : 
\ 
- 
5 
my 
i 
i 
i 
ty 
« 
Se s 
Pes! ay = ; vt vay 
ahead 6 
- i “1 
i by 
e 
‘ > 
e * 
I 41) 
. i 
} 
ty 
, 
i 
} 
o ' 
} 
~ 
* 
2 
7 
: 
i 
’ 
' 
i 
‘ 
A ' 
: 
a OME, 
—_ d i 
due 
- ) 
} ' 7 ae 
, F ‘ 4 he ay i 
‘ ‘ 
= * ) a 
“ f - 
° ' eat 
du = j 
ai 4 a t | 
i 
La i / | ,& : 
1 ry aT +) r 
we i" 
rl ‘eis a 
S ~ p i" a 
hb ° 4 ‘€ «4 
id @ , 
4 
— 7 + A 
‘eer oN gpetemy 
f ’ 7 ‘ey ¢ " i ‘s , 
) * y i. r ( 
yc. a & | evs al aA ‘= = 
Tr t@ 


i 


‘oarvs % 


we 
fe 


i 


+ 


R2 470 


| A CE eR oF Tm anlgs Boe ee 


— 


83 


en a 


ae | 
1 


ees 
ee fr EE a 


ee 
Soa Se a ae ae =) 
NHSP = Ol. 2502166 


Stier ee aoe 


— sas 
Peed Ba = an 
ine Rica Q10 JAWS jail TAIOSO 
(V7) s 


r------- 


OS TANS Ob ACTNG Ox7 23B0ER | Odi 2SCR5-P 


CW DELAY 


-j3)Icom]) IcoM INCORPORATED ee 
“W3 


y 

/ 

¢ 

‘ 

¥ 

2. @ 
“ 

. 
= 


4 
other) Rugtifte \ewerhmagael dep 1628 | 


i 


, 
' 
a4 
i 
‘ 
—— im 
or, eo 
7. aris 
ma he 
‘ i 
=| y é 
x . ’ ny 
‘ 
é 
= . 
} 
* 
_ 
: 
_ 7 
4 
a 
‘ 
» 
ff 
‘7 
Pi 
4 ae, 
‘ J 
sg . 
. ; ' 
vy y 
‘ ¢ 
eth 
A ad ” 
j 
' 
7 >. _ 
nl = 
re 
»f 
| . * 
° ' 4 
a ra a 
« if 
f Med | iY ' 


Te 


af oir ia 


— tn 


? 


AEM oman! 


oe ae nite ad 


Pere ene ver nt 


a ae ae ee 
; ee | 


> 
-- - r 
“Ih 
?* ie | = 
# 
4 
< 
- ‘ 
‘ 
: . 
—s li 
+ i 
: , oe yy 
.) om 
§ us 
ar 
‘ 
: 
~ , 
_— 4 , 
4 : 
4 
: 
¥i = s 
x ns 
¢ ‘ 
' ». iH 
ta 42 
Ba) 7 
; 
4) 
; 
j 
) 
i 
- 
: fa 
‘ 
4 
: 
af er r 
= 3 “ a one 
J " Ha SE a 
? Hehe eevs 0-5 eters wamealheSoe 5 gemma 
= ct a [ ee ee eee 
r " & ¥ if y ° > : 
‘S ~ a xT 19 
bes ! i 
Jie i ee 
ee 2 MwA ) 
C Ye m= 4 
, ant S; 
, PT in 2 i 
' , ba | | 
; Vt) ee ES cl we] 
& a~% 7 
a & 
f £ = nyt 
= 2 so a | gm — 
to * - + - = . 
. é — : ome - 
os uy 
: my er 
+2832 ——Se 
i= ‘i aly. ‘ 
2.8 See ron 1A... 
; bel TP ta Barer ‘' 7 - 
Ue: aT a 
> 


ak " 
’ 
L 
' 
¢ 
40 
‘ 
‘ a ‘ . , sy 
COPS * Be hd goad : ~ie) = Sapa oe 
Rona gamers friions (10 4 f Ws a ay i af 
iy i telerte y ( oa fe 7 2 eee, j fle: a* 
4 ‘ . vs on i? 
. oC / ‘ e 4 
. 4 Py ’ 4 
D4 { Y 
? ; 
J 
t& 
, ; 
is lus 
\ 
; 
) 
' 
_ t~ 
Ho 
b ; ie 
I 
: a 
“/? = 
aa ‘ 
| a os * . J 


ial an 


- ‘ ; . 
= yas ee 7 Saar == > 
mote“ Caen Ge ee i oo ee re 

i o~ : : oe =e >> ee “ieee “4 


Oe Ge ee, nh a Tiras QI 3SK40-K 26 LS-87A = ac 


Ria ico 


= 
a 
Ri4 220 
34 


5 38 129.LS~PIA 
or " 
$ Q7 25K 49 

a [ Raa joo | 
to PA WT 
ven TPO nd 4 
R29. 4K n 
6045 x 
amy LUL LAD {/ OS, 280445 
J5 te scope (9 : cK . Beas 
o 38 g 
CHT ooTe A é Ss 
* cal 
& = hi 


@ 19 3SK40-K 


L3.LS-82A 


4 C75 0.0087 


R49, 100 
SKR _Q9. 2SCITB3-G, GID, ISCISB3-G 4s 109 
=H2 Ql 2SC945-P QI2. 2301645 
3 = Tal C35" pal N60 CT?.00} 
g 0.00) (/ z g g 
8 38 ra Ue oh 
TES ab Nee ast esi 4 s 
| a fe § v 
a7) F 3 4 Pa 
b pyar] 3] | 


3 
| 
| 

S 7S rs g 1 

e | 

Ee MS OO000C0 | 
ee ee eee ee Sa oo ee | 

DICE SO999090 

c68 02 PLL 

CBI~C491. 0.0047 U-133 

C93~C%S 0.0047 sie 


109 78L8.2AWC Q13.2SB562 
ICB BA40] = Q11 2SA79B-& 


R33 100 R35. 100 E 
cé3 °o 2 ri 
0ON7 1 195. 100 gs 


*) Ro 
RAIAK R55 27k 


3° 4 
Down e 2 4 
3 Qi2. 280945 : } 
eS 3 
a 
QO 280945 4o6a5MHs 37. 1A5MHa 
asc383 
ae AOS 2 sc3 xe c4o cory CS 280383 x5 
C43 ISP C35 2P 
R25 470 
xé 3 | x3)9 
8 = : 
» Ose 5 e& oO & i 
Wax c 
33P S 4 P s 
ine 2 ¥ MH r yy 
Si we & iS 
Bs’ |s Bab] Le y's 
8 h ; 
QiT JAI050 
28 a 
27125MH: 23./25Mta 4 3ON2S5MHe : 33. 625rHr 
se ae Q).28¢383 Xi Cl4 gooey &2 286385 x2 C21 ovosy *9: 28¢383 X3 ae Aeereichs 250383 x4 
c27.27P C28 2aP 


RIL 470 
: teal 
= YD 
4rP 


RH tor 
fir 10K 


} a ca 


= ‘ H J 
a 
i 
: 
= 
' 
4 


‘| ‘ar Les Sy | : 
- Pe. ve ae f ' ‘ i4 
; ; mt ‘ 


bates. } 


Bera ti cet ana nae = malin aan Lat ers tae er age op td Lb LAHIB L2 LA+19 
vco U-I35 a 


SD 000 TOU 


C7 aap 


32 M(H 90000) 31 O199999095) 


R25 32 


! 
| 
! 
| 
\ 
\ 
| 
| 
1 | 
Pe \ 
1 i 
| | 
| | 
{ i 
' 1 
1 
{ | 
| ; 
5 eee 
' ' k $ RIB S ino 
' L7 Ls-102 on & in [& R20 
: \ < ee Se ORR ee 
. Fas Ci 330P = | n > e | 
Pe 349 |e rece 
' @2.2Sc2055 Q| AscT63-¢ ; Sa caere a si] 
| RQ 22k hans 4 
ae 
{ mt 
\ 4 
| | 
| { 
| | 
| ! : 
{ 1 2 
i : 5 
/ zg 
| | 
— 1 x 
€ ie. eT 
! es | S| Te 
! . * | ae 
| | 
\ 
g ea H 
\ hel gece 8 2Sk# 09. 2SCI5B3-G, 210, 25c1583-6 
He uat§ | . =H RH 100 Ton 2508S Gia. a8c1845 
; 3 a ‘ gay Raa isk |g Go0),, DaLmeo en om 4 5 
Laan g 
{ a 13§ g 
| a ai 12 82 1am 
! Cpls tee | 8 
) aise : meal QZ hz elgh us 
f= x | $ g\a/3 3 & >) 
I mah Rss 330 x ! 4 * y 
| i 3 # aaleis] ei3n 
H nes « | base = " eh g 
Le Se ne a Pe ee ene Fey Sai el see, weap eae EPYEL || Te ere Meee ee eee ee NL eR AS at 8 
6 73 J2 ee a at oc) Sa ie 0 on a a 
' O1699909) OPPEPPLPLG GIG ESO OG00 9} Gee *M[099999009]) ae SK oleoooo09]) hn Se ai @ Hv DO000000 
3 >| 0] of o : pf © RAK C108 4 3 Pee 
3 | S adaaaadaas Rs ’ @ FCL ‘ @ 21 @ cw ces 02 
a ae = |e K8 8 14 @RiTvR 8 C89~C4FI. 0.0047 
: D ee ee pit 
i; a L 
: GRRE RRP @ «Ki ° ake | 18 @ usB 
L | 2: TEENS 34 --@ KO ® inv 
ie SB wien areas aS = SAssis 
= Md 1 GAR CERRO ES es Seon J] es as ae 
: shabababaga r hbbhhy 3 
heer ANAAAAAAAAA ) Ete 
OG 52 he bea B= |80} | © be] lolz ETT] [pin tore cont cenemneeremcmerarens =. 
pal tod bal ° z r 1CB BA 
GACAE RBI BOK S}3}9 3 3 
“1 C6-SNT6S14N ICT SNT6514N 
pee . R32 100 E YR33 100 RAS IO é 
A {STS C54 BP C56 BP alSTSsy_] 663 
eee noo FIST the, ee eae isi BS PL Fi 
ii a a & 1 
YF] cis p> M ie! ab 
ve ig is i LI4 § is oe 
Tt 3 3 LB-4IA e] LBA feo) = ¥ + tt aT 
he ohms : “hs Shas #8 Bang 
Be 6 £38 
ea 
(eae a ee x 
s “ N\A a 
: c 
& 
Q 
: 28. 125tH 
Cle coy @2 25388 x2 
: a = 
Pi AS we : 
® ‘ 7 RIOS 480K oh : = : 
96. 00022 47P 471P 
Bees eee PERE ae 


ie 


ice 


The 
ri 


* f 
7 


® 


, ia 
ities eee Var 


f sae zt = P As is be . 
vr > | re a on a eye Cee res heer 8 an we! res ty hae vy so 
*y & pon 1 hy aed Be eee ee ersiet ss eee *: a fe Jp ime fy % 


pit eof, eve bd ie Rj oeintacena iru teatrakeiedhinyraginionrs Uene. soe energies wine 2 “a 
oR to a. ee 9 hte een od ores er ih en te z 
1 ee ee eee 2 = Z : : 
* : oe - 
- ‘ y "7 = ~ - 
» a! a 
A oti he heey “ : 
af fittth * | 
, y a 7 ' tee > “eats 
P 7 A 7 ee ol iz 
ef mae th tin ‘i us 
a etree iso \ 4 I 
- , = ‘ - 
eae peta paar * ment - eee eae = 
tay i+. * ye La ee ~ vg aa» = ke = 


ep 
a 
— = 2 J 4 
— = re 2 - 
. ws —- ie Ta? 
wat . , ee 7 
ins i) é . 
_ ' a4 er E = 
“ a : 
on 4 
, ——?! . . ? ‘ 
po : 
4 
- 
a 
— 
z 
ae | 
* 
— 
a» 
> 
oe 5 
7 


en 
a 
p' Ane 
oo. = 
_ sd — 
a 
‘ 
— 
PN tS 


3 Se 
ay ‘¢ = 
be 
ra 
_ ~ 


{ 
ue 

oe 
a 
irl 
4 
Sie 


9 
id 
4 
* 
=- 
4 
a“. 
e¢ 
> 
<< 
Cs 
in) 
= 
— te 
— 
oo] 
a 
~~ 
— 


i 


a am —_< 


z 
§ 
caf 
at 
mat 
aha 
es 
e? 
Pes . 
ee See 
Pgh : 
& 
: 
ay 
_ 
_ 
# 
> 
. 
> 
rs 
+ 
eiieel 
ie 
- 


ee oo, 
ea ho 


os 


PUNT Way ie aca eee 
it: ae ey a i é t A: ?) a! : i 

‘ ' " : 

pel: ys " = 


= os —s: +e ‘ P= Wee ee 
f 4 Peete | ee : heemes ’ er ad - 


— i t 

tare poe aie eye anyetae — " ayer , ges ‘ 

—< ll poe , ’ , , ee) 4 po boat arms dis 2567) ; x . +e 
ee ee rm See eee te 


ey , 
eek eeu a, i 
Say a i 


ame cuss keds pie (nti ene eee enka wet ener coh ee Cah 2am wee aps nt lst ee i Site Sar SAA SOD Re a NaS Se OW Oe On Gene ey ws ees ner SS OS Se SS RN a GE GN SOE USS ERAS et Cine. eS tn LENE Se Sen Sine Gees ts Suerte es eee See oe oe es i, 


4 


wer ome, 


ii "a8 
a 


[990900] [666566 


9000909009000 


ee ee a ae eee 


OOO°0C SCO O0000 


Posananeransennneerrfsmnnfenenbneeiverneenig @ Bl 
ey i SS 
AEE CET LL TT MT 
RRO LEE TE ACT HF POT Bi RISSTCAT RA RU NEE 
‘ERA A aS el 
per aa 
a Oe 


(38 2 Ok Se QO AWD Jali TAO || 
(eRe OF 2505 Mie ; 


MM 
SS) a) KS 


be 


. Gl Tawsop QHCIAS Ole, D468 


© re oi ~ & 
3 a a fa 
» . 5 5; f/ \ 
25] | RP Y |S 


ae) 


c------- 


i; 
~“}Some components subject ito change 
for an improvement without notice. 


ee | | 


i 
H 


Ta  s aedienmioeaed 
e* ++ = oe - 
te gmt On ba lO, a tag eS 


A. 


aa 


lou os 


he } " arr , 


" 
oa 


r ws 


rt eh et OM yr | f 
or hCN 


+ acm sve 


wide 


a” 


- 


aan he : 


9 : 7 A 
ee & ‘ — -_ 
—s | . 
ast 
e _we 
ee ee 7 “+. 
er 6” , Bone 5% 
nf i 1] 
me PPERD of 
*! ‘ y i ' 
* @ id 
ax 
+4 
ea 
ad 
Z 
¥ 
hi 
j 
‘?) 
1) 
A; 
ul 
J 
- 4 
* ‘ 
' 
a. 
ia) rt 
“'G 
ait 
> 
ng Ls 
wl aa 
' 
7 "J ni 


Settee aaa en & J a 


ta 


a a ee aw en th ho a ee eg a 


4 


ae et a he ct a a some en nnn en eee 
1 RELAY-SWITCH U430 


orto 


13 LR-50 


of 20" oP 
A RAR 


| 
| 
{ 
! 
| 
L 


SOG SO ES REN SS ESA AIS IE zt) 
G23, 2CHEP ~ SI ACHE 


Alii 


Bed SNESAN frat Sion = 


RR TRESS 1 5 I 1 
; Rin isk 5 y 


SL eer 


O35 
ae aR eee 


SD PRI GENT GEMINI se 
O84 2S0M5-P 
One tes 
& | [sx Qe 4 > 


cos 
Ua [reeset 


serriiemtt iar! Pe 
— ae 
a tee TEES 


SRE AT ST LAR oft AS 
TE 


4 ZONE? QLZSONSP OB 2CMS-P (OF, 


S odemianenienall 
| as | 
we " 


ie 
| 
| 


fi] 1COM INCOI 
| 90M me 


Hl 


ron K, 


mir et i! ints 


= 3 ee r= eh ee 


oy 
arte: Wie 
ae if 


ed g - io tae : 

Leaeae sti bie 
ope ee 
adn Ma i ae ft. 
siegemmeotah || i 
ome ery eS a i atti \ 


am a - f ] E*y .* 4 ‘ hy) 


at 


4 ib “ 
Pak’ Wwe Weert Lay a 
rte a iy ve tH ce i * r 
oe L te 
' « ; 
) 
f 
} ' 
vy 
x 
2 
¥ h, ie a) 
; rn oni 
4 4, 
yore, ty 4 ‘, 
=e 
arn ay 
MEY F Skee 
: ’ . ; he 


O009000] |O00000000 


OCO9909050!] |O9O0000}] [O00000 


aisfelsieiat 


[600000 


Be 


oe +e 


Se ei Ste ae j ‘ 
her ye) a a 
Se a al ! . ‘ = nie 
—— oe 


sary , mds bog hema ibe? 
1 : AG ~ — Smid ann am ee c se fn 
; 4 Lt game — - : or 
=“ =e .) oh» eee; i< a ‘ 
’ zoom | Shae “pte > ears on . ‘ eee ae 
4 oy oe ee es + - oo zy 7 4 
ungtqummnt re 2 <s steed thee yee red. damm 
re 9h) bi b er iw ‘ BA, ite ihe 
if ait in heh FWA 3 : 
vo tee 
* 


4 ’ ; * ; : 4 bs 4 

E ‘ 4 et * a 4 « al 

rdey.. iia ee 
loans wed = phere So ee te tebe 
i . ba qs P anil 4 m pe ¥ 
alas heise aa - 
Par Sees ae 
2 a he 2 ; : 
\ i. ees ihe 


potent ae ck a pee meal +p <9 = - 


i ea ve | : { 
- a i nae he : ~ . : ) 
ati be 


Epa ie og 


m yf cae rh, 
» 4 ‘att > st a a te 
i fee 4 ra - 
7 i  /- Ts Le 
} i y ave r we eis 
. s } ’ 
\ ait ; y 
“A, 
ey 
yy 
— ‘ 
_ 1 
{ 
a = « 
P re 
oy } © r 
ei: are wh ra Py 
= Lo f 
BY iy a ee ® vy 
ryt 3 a, 4 
i fia , U 
4 4 s 
‘ a | 4 , 
— = ne - 
2 0 aie ween tikes z= 
—— Mes . 
i} ‘ae He t > 1% ial < * ¥ 
iB 
hts [acter eae 
i.e % Fe 


eee, 


ee coe 
RS ee a 


Q} scaorn St i 


— 


EP — Oe 


ie | ie ae 


Scoasseee§ H . yeapees (SSd55) 
ie 


6) 
ross Rae) ae SA aE AE NG A TOE 


Sc epesal fs Pa 
ia Tae Se Sax 
Dd after, . a 


——— 


r------ 


"Some components subject 
’ | for an improvement. witho 


Ls ; o, 
® rT 
ay a ks 
if 1 
' ne 
t i, 
et 
or be | + ro oF 
Wey hotel caer: 
alt Ae: ane at 


be <i 
ae ae 8 
$a | pig - owe 
Karrie @ ve hh 
- Agncireyre aye 
rh , ie 
“ U Py 


oo 0 
iy 


’ mt de, 
i ab 1 
’ i) {i} Ya! 
: ; 
r ? ie 
ey H 
Ps Bia ni 
hy ni 8 t jie 
1 > *~ 
rie Fé ae 
are’, Heh t 
| 
we { 
a Ld 
. 
1 
™ re pays aa pe 4 : if i = Tel > . 
rks S- é — goat gen gpew-voel _ vy Om te hatnn al! bh 
= ah re. oe , ; tie. | 
-~ * i 
i “ 
‘ } ~ if “ 
7" é Lf 
' t 
a M3 ny car 
re ‘ 
' rs j 
i 
oH om eb 
- Pee . 
- ve : ) 
‘ ; 5. a i, ea 
4 i-% - iin 
po eae al anes “+4 
vane iy os a t bis fs, 7 , 
4 ‘ 7 ; , 
i 9 : y (ve i oe 1 | ; 
i ° s ‘% 
en i howe 1? : ‘ ine 
a ae ier - - . 
wih ; nay . - 
‘ owe a lo. ‘ 2 P P n cys ir 
ail “E 4 ’ ae 
ean | | ut 
4 , yi yi i a Ps i, ti 
oe wat ; 
5 7 — hiya 
we oe q deen ’ : r ae 3 4 
a ee an oa ~ eg oe a martyr i " 
” | nas r a .} 
. “1 : ‘; 7 
pace 2 ‘ Sal wr) Im a (ge ve 
yas Rigo) - on me . a ye i af ' | 
noel —@ A VR r e&, aL 
A “ ih (2 : 
tas} é ,? be.) ay ; grt } a 1a ; le 7 } . 
. ne i ; , 
ait th j > \"e i* q h, Any ye s | y ; } 
us ta ¥ PY begs boy hy Shag 9 Geel 7 i 1 . rs si 
hy Oe ot wat pe — he > = te Ve aor 
ohh pen et ar ry Pa: i a eS egees FS 
mr At AOS BD, Ss lee ‘ 
oe tee) -_ . — ? - ; 
- =~ ; . 
“ r 
; ee ; oe | 
att ge oe ee al | i 
ro 


tes 
eas oh 


SS 


20000090 


8 


~ oe) : 
SL 1-13 40it 


er a pe arr er 


oak 


Pare eR 0047 St 


HET 
aitimnmitit 


c= Mil 


ll 4a ie]_aay 258 rn erer=Cia) 
= oR SO " jon. aces a 
cen ERM my 


are ee Ge 
Paste] 50! 
ber 
+ a3 
: 


inlet 


R22 Ka 


Py PO 
ae Beer i 
|, 
Kon!E ©, > 
fe : on 


15 weal 
AEE Ad pk 


Ate 


ie ay 


‘Icom INCOE 


| i a(j- 


+ ss 0 On On Oe am ee 
hips 

Ic-25 Shu 
— 
aan sae 


: BESS) “Tralee eroo2oe 
et deal 


pa tol § ty 
| col atten 
P| elt arto | 3 | | Set 
1 {swale sathoo] 

~~? ADS ra 


Tea 

(Wk 8s os ae 
RS fo50 267 

la Ic-6 40/3 Ie-8 401) 


x hy (tic oe IE a Wa BRT : 
7 un] pfs Ht MORES TEENA 
« fee 


= Sail —————S— 
cam” load 


Ox PO 
Wr 


: i LT 

-TBO 

: ot Lt 

as 4 
Li 


Siltmuiatincs — 
= 


i 
At eee 


a S CRY SceSnn Rung 
Or 18353 BAND SUSU au 
Bp Ons? | 3 O-po a ima ill| 

qj f re. ‘ : 

| Bee! sel Rg ne 


or 


i 


Veo U-\35 i LU LAB LO LA-11g DO NH i a a ae al 


= WDD) O00 CQ ote) 
cm aap PI 


| 
{ 
§ FOR RF | 
| 
| 
| 


| 
| 
: : cs beP 3h Be 
31 O1O9990 05) s c i 
| z 3! 
cs 
02047 
ue 
8 z 
rs) 
; 4 
a 
n - é 
38. 
oo t 
a + 470 X 
a “ « R20 =: 
& Bao 
s LK 
R = () 
a ri 
ET x. 
Dii~D4 19426 oy 
@4, 25094! 
T4to X VERT 
@6. 218C2053 | 
Je 
to PA 
8 CRosx47 
Qil 25Ki9-6R 3 
SE Ses i a 8 
Fa é b § x x T5 to SCoPE . ; 
5 = cy a % ve me i 
z x 3 C4 g cross A = | AS : 
: i : 3 3 2 1 //s 
: a 5 3 3 
™m Q x aa Bw 
4 ay & 3 & x a . 
t QB ASK = @2 2561583~a, @i0, 2561583-a R44 100 wi 
& Allee a; Ql 2SC945-P Qi2 o3c1845 
4 6] = ak C35 
roy ex Di IN60 CTT aot 
© by REA sk Lg B | 200 fae 
37 8 se aH ees at ‘ Ai a 
= 8 
“ay RCS E ast45 | al le 
u = 
a Ff a QT Ts wd u4 reek $ ss 
q $ g § le j e 
g e138 


aw Ses 


ct RE RSE BN AM oa ie Ee OI li ee db 
. Pee er hy umes Sts eaten OS nya an to pa tT eS ea ne eee oe 
[S9S905500TO9 00000000] | ICIO 40380 


of P22 pach eat?? “OSEESSS9 up Tose Q tv 
pieia adaaagadaas a] t FOL @ 2) @ cw g c68 02 
t K8 @ 14 @RitvR 8 €89~C41. 0.0047 
> ne Tos g "7 : ® pic Fa C43~C95 0.0047 
S002 0 000SRRSSEEsReReey i “oon @ iB © use 
SSmAGRSOPURCDONSISS Es BU as be fal a Pott ttt 7 . 0- ® | 
EARS lie 


Pe ee tet 


ual 


ci o2 


89086060 
c 


1CB BA40i Q 


——— 
(Fas Seago roe 2 reece asemmmweamrare | 
ILCE.SNTES14N ICT SNT6514N 
TM Sp a 
[|| fe ee) feck tap ats ys 
i in| LB-41A 8] LEA te Hi ny I au § : 


© 
U0 


Diane 
ie] 
Been 
am A 
. a 
oO 
{ ; : a 
as 
C12 aQoot7 CIEE E Es 0.0047 
os cet Cf. 29P 
a wf 


1G! SC 3062-A 


xoeta 
oikuxx 


a>xodo x 


x8 ae ee 
Sout: R 96.0 
Semttle Rl 1 er iat er ere a 


L4 LS-lo5 


C2 NIM4538D ° & 


ere ian 
oo '; 


or 


ot 


D05~b8 151926 


a 


ut 12, a 15! 
LS~S0A 195535 &S-9 Q 5 
* >} s 
o S 
x8 ay & 5h a 
Oy. 2 JAWoSO 
a to IF e 
. rat) 
QS_3SK40~ 
a 
R (8 & = 
= S RIB se 4710 
§ 78 Levis 0a Di gi in [& a73 & 040 
& { aro 


C6 00047 
Sane 
Pere 
fils 230 


zy 
ia 
2a 
xr 
3- 
33° 
TP 
Qn 
Pet 
w 
4 
5 i 
Z 
fa) 
Reg 
I 
oe 
ie} 
Cae 
ont 
| osisss3 | 


Ql ask 49 
—H2 


saskR Q9. 2SC)5B3-G, GI, ISCISBI-G 4s 14g Q19 35K 40-K L3LS+82A 


Ql 256945-P Qi2. 2861645 
= C35 INOO CTT dot 
RAS Usk Coie 
a : CO) 2 


ws] Ef Lie 
2) SI Ls 
| 4H $8 ye x 
: Rata 6; xo 
°. 53} 15) si = 
eee eee ee 5 
a1 @ HV “is SO00000 F 
28 @ -4V DLO 2 
21 @ cw S| C68 or PLL 
14 @ RiTvR g e CBI~C41, 0.0047 U-133 
1 ® pic ra C93~C495 0.0047 
35 © 188 rs) 
LB @ usp pee : 
@® INV aaa 
Rae 
% 
a 


IC9 78LB.2AWC Q13.2SBS62 
1C8 BA40l 1! 26A798-a 


iN76514N : ape” ¥ 

on ARS Eas co aE E iy OE 

roo PS “cot 3e cad C¥7 O00b > 90047 ss 1a $8. 3 8 45 & 

rt po Poe Ret 

6S ae ey, 

P is C63 40P - 
1A CEMA 


” Washi} me arilt ib Th 


R22K Assank 


CPP ,, Q0O4 
(7 


cB5 10 


alo secags sOmshHe ST IQSMHx 
a 
coy 2 © : X©e4n agoyy GS 280383 x5 


Ql? TAOS 


a : 
OT 125He 2a.asnie| 4 30.125MHe : , 
ye : 33.6251 Secag i! 
2 comp  «kBSC383 xi Cle cosy @2 ASc383 x2 cat_aoogy @3- 28¢383 x3 Q4 256383 ~ ya : . 
ay pe z 634, a0047 . 
470 . sat ne Sie re 
5 Ri 470 
sng mR x2 aT 3 4 
' 
de 
3 gVER : » & 
47 a7 g 
8 A 4 
j § g eS; 
s L9 z Eg°5 
es W/ 
nr nrreieeneninennn V 


1) 


> ee yn Se 


} seers 
nr i as « j 
nn a A] ce 
aad Yt aa al 
wi ‘ie 
wi Ahlen ' ly oe 
hah, {4 \ 
A 
9, Mu i } orm 
an 7a ) 
4 
) my 
# ° 
- 
\ 
a 1a { 
; 
{ han 
i 
he vu 
x 
i : - 
| i ay paces ¥ . 4 4 ion 1 
~ j oe Hy ‘thie aia Ay ay 
) Pa q ba § il eh 
. \ 
, Lie are ane ve | 
.* td } 1 ba 
A bh ¥ 
vl : y heh @ | , 
r , A! ee ay 
a ag y 4 er. 
’ 5 Moh rmaal ef 
+ * ‘ eee em 
; La + a F zt Aaya ntermy 
i 18 Nicene w WN toe ‘ 
a ' . ial 
‘ : ; 
j } 1 r 
be il i i ! f 
y a: j 
' y i W 
‘ J a 5 
Wass if ' 
? 2 hw pl , 
‘ Hh 
) mi 
int "] xy 
‘ £ ) ” “tev 
in arse 
; ila. 
ms bt ay 
f trey obi oy 
h ' ' a Le i 
ae ee " f 
$ vor i. aba ’ 
5 ’ iid oe ; 
: "ent i ; f 
‘i LY F 4 a” i MW cae 
en ma Sy 
Teds iy Ria i dingy 
a an 4 h 
’ Wg j ? 
hy ae i ae 
l i r \ 
a qe « 
at oe Vat tont 
eg: 
: ere es ao me pumuphin te 
, , rl . hae Piaf da. Ve i id if 
if - ie Lee re 
“l { . i ) , 1 i, 7 1 A i] 
‘ P ask yiit as OR 7, ‘uy ho 
Pave ar IY | ae 
a Oh a eee by e 
P rel ae 4 he at 
‘ ; A oe 
Tere * git i yar a 
A i : cy ae i 
¥/ ij yy " ' ra 
RS Me 
4 j : A ip lo i ; Abba 
ar } vay >) ef 
: " mil a aque? wee oe amg mee died a a 
ia hae ices 0 | 7 
Lae ha Ft a : ‘ ~ heck 
Ny yes é e4 LN ’ pay i % 21) ava Jé ens Nadi | ) 4 
vr he cainal edi ae 
fi i ‘ ( een D f 
( i Wa ee oT ee a ; Wa 
PAT colle) re NTipos 4 y 
f Bale on in 
octh ant Tale yt 
Mey ewe 
Phaal q p few te Mh , 
* cL 
i es bd . 
‘ | Atak ot ae 
t 4 » i? Ce z ¥ 
te ue |, | wise ah 
i t i = 4] 
' Visi ou ee ee a mage A fame pts etter 
ny ub Seen vim dan humana ‘b nehior pt hppa elie 


sf i agit mums ene eplivdeyn yl 
wy ‘ Dvir 
Y f 


pm aaron rae 


| Si 
Ha i 
{ 
F in ie 
‘ , fj i 1h Lo hae ly 
y h Thay, - in 
1 ely ' Wi it 
{ yh f ee Cie 
4 i toe 
TVA, Vir in A Nu e 
fii Mf es My (has 
il ’ vi t : Arve 
aes zhi} vi j 
ol La ny Y, 


TT i atl aaa ah hg GoOnUsigeanae are t LO LAMB L2 LAMtig Ua ai aca Sa Sa oe an ca ee a a Ns ee 


2 OUN TUN SO S 


Y < Pt 
& CT aap § & aes 


8 
J! OF 9990900] g 
z 8! 
Gh wah aE A Gke ee Co a ics 
(0.0047 
| 
{ 
| f u 
{ u 
ere ; & 
nm 
Vepc tate 
3 
ee 
| 
! 
{ g 
| a 
: AS if 
HEE, Dea 
& ; | 5 § del 38 é |k 3 w sist CY 
04 asc763-c S  Q2.ascaoss a1 asc763-c Seo his L oles de 8 z ang Oa, Abs + 
RQ 22k se ce 1 rg? DiI~Di4 191926 om 
aes S @4. 25094! 
' 8 T4to XVERT 
i ; av aS 6. 2362053 , 
‘ J6 
| to PA 
\ 8 
Qil 2SKIq-GR H 8 
TT ieee es ee ee ee i ay 8 
¥ € ¥ 4 | J5 te SCOPE (8 = 
ia i A = ] ra g tes 
© by a & ° 8 
2 : be bs crrooomre S| 3 
$ cI a 1 & je] |s 
5 g ° 2 1 
> oO bi & { 
= = 2 Q I 
R = < = { & 
aN a i) a x | [| 
= | | [OB ASKM, 22. 29CI5B3-B, 1G, 25C1583-& a4, sop pis 
er : =H2 ON ASC945-P Gia ascie4s 
tc 8 roy js C35 
; {® | 0001, PA IN@O C77 coy Q) : 8 
: Sig terete | 
Si 0 © 
{ wy) ae] tz = $ § 
ie i + q 
x : 
g em anten gy 
{ $ Salen 
| 2 Sm 
| 5 
ar oat cy a al ns i Say os a wer nom wg Paige a we enn ne wh Se et see he Abe pemnert aero a teen Sa Re CE et le SNe oe 
z 73 72 
IPO OSODO DODO SGOOSOOOGG] Ilo 4080 "G@IS0G00005) le olee9eoo9]) 0900009 


c68 02 
CBI~CF!. 0.0047 
C93~C95 0.0047 


SNL Sees 
locas 
a a 


a 
Se eR 
0 ae ey a a OE NaS AS SR FS 
ERUbUDEED 
Dit |WlS1S 
Bi fal sal 


aaaaas of © RA 120K ios | ok 
> K4 
SEE Eee | 
a 
Es ES a Ry, 


ol 
wn 
«CHIC 
470P 


ICB BA40| Q 


iit 
L.CE.SNT6514N IC7 SN76514N ba 
> iy 
A 28tS Ree te BP Ce BP alata 8S i 
a0 MIS at, ¢ CIT oe8t7 S 9.0047 1 1s 100 BS . oR is 
an " 4 13 i 
FI] | cigs Ps , M oes 9 ‘ 
5P | ‘ 8 | 4 C65 40P § 
3 st ] u4 g 8 
LBHA 
ki 


ul 
= Ha YE le 


u 


06 Iss53 


TSE AT 


QIT JALO50 


27,.Q5MH = 28.125Mus. 
Qi.28¢383 XI cig gooey @2 25C383 x2 


CfS. 29P C20 20P 


cHenti7 & 


may cae-a0022 
4 BM 


EE TE ; 
| R62 3K a % 
i> 2 
a 
ROB 30K 


_ 102 NIH 45380 ° 2 


i} 


i 


N 
V) 
\ i 
nes Wi pg i 
(A> Pehle Gi pretes ih WER wis 
y fa } Le q ! iy 
, ike  aleotiaad i : 
. 24 et) a ae i a ria ie an oe 
Mere? hilar Nahe igh ee ih A mi x 
| } Mee 
var i han f pe ae 1 2. ade , 
: Lida nm at ou 
1 hwy « aes at NN 
| yl “en 
| pega truant shih ately th eh 
’ 24> J 4 
4 ig 
Vil 
ai f BY il piven 
I nite | Tn ‘ ih 
¥ 2 ' : ¥ I re ‘ 
t La t i | rt ; 
\ i" f 
4 a He a 
ie 4 ab 
wat ra a tet 
t Dik { 
' ri Mix f =e 
? j he Teh | t 4 
j 
| 
{ 7 
\ h 
y 1 
ry i a 
mi LHe 
ray 
( ; 
1 v4 t i 
a i 
’ i f 
; 1 any *) 
t ; 1 mee ' i 
* ‘ v an ol \ ; . I 1 AW j i 
A Ay | 
i 4 K 
4 ; | 
; ts 
; 
r 
‘ ny 
’ ' ce 
” t 
| 
ahah ey 
ai 1) 
‘eg t ch an 
4 ie 
f 
} i 
i i Lh 
fy! 
val hg hg 
i >) i 
+5 
1 ; lane 
; os i 
{ ! ah oat iN 
y r 
beni 


\ ih 
} } 
ae | 
a s ls 
| ie 
“ ao 
til Ley 1 ; . 
pa 
‘ J 1 \ / Vie» 
i j i i ( Fh i Pineal erect ies 
1 14 ‘ laa ; 
| L pil 1 i ’ 
if t ' Pee ey ey 


in 


lagen 


1. ron 1m a a 
Py Cn i, v 


ey. te { nia a ADT ca) Pe my a 
nt ; ‘a rae ire ia te Pi qe 
Ma ek ore ne we 


a: 


cneweer | to) nana 


ew maid eK) | Oa 


R25 [00K 


x So 
¥% 1 ¥ x x ao D05~D8. se x 
a Ef oS ene ore 28 
“ “i a2 
Befeat st ETE Hea TH 
fit ond tt th rad LS 
Y 12, 15553 
LS-90K b ia553 $ LS-90 Q as 
7 © 
x8 se ek 
eT 0 
Q8_3SK40-K n 
B48 8 
= &a tn 
3 f= : ro 
Fi <p= FL 
: anion if 
: also 
: 8 MIS 
a aj) ¥ = o 
subiz L7le be att: 
8 on ask 49 
36 
to PA O50 eYetoaa 
‘i 


d 


138K G2. 2SC15B3-8, G10, ISCISBI-G pas sgn 
=H Olt 280945-P Qin. 2861645 


CTS 0.0047 


: CBI~C91, 0.0047 U-138 
C43~C98 0.0087 
‘ag 
a 
| 


1C9 TBLB.2AWC Q13.2SB562 
1CB BA4O] QI! 26A798-46 


iN7ESI4N ; “1C'7 SNT6514N ¥ 

i i Age eee f 

oor WIESS! Cot BP C55 BP Cu neoey ABTS 8007 1s 100 $8. 8 is & 
aan 


Pd KD 
a 
alo 286945-P 40.605MHs 37 (254Hx 


asc393 
cas aoe” sc3 x6 C40 0.0047 Qs 28¢383 xd 
C43 ISP C35 Pp 


R22K Assonk 


CPO ,, Q0OFT 


a : 
t este fare peat 
4] tau B 

pe 5; 8 & 


CBs 10 


36 
P § 
¥ Bio 
5 a aie 
A 
Te ay 3 
LS-2 LI7LS-2 3 
Q7.28¢763-¢ Qi? TAIOS0 
8 J 
DT AI5 Me 23.(25MMHe A ’ n 30.12SMHe 33. 62541 
2 aooey «AB 28C3AB XI Cle aoosy O2 28C388 x2 cat otogy &3. 28¢383 x3 Q4 25¢383 x4 


4 crs. 20 . C0 20P canare ok 2087 


3470 ea AN 470 

' i aap H i 

3! = 5 = SY g 
P 47P ” 


8 : = 
; 8 = £3 
g @ & 33 


48 


19 3SK40-K 


LY, LS-82A 


Dard 


G 


a os pce Kees as ca cae mre meen ane ane Pe ig Sa as ay oie ens Rone Ss ks Gs omni es bat SRA em oJ ee reef ew [sna ros ebro ee pee eon arse 


#3 


wf 


(Bah 


“> 


a 
’ AD . 
(Mi 
D i wy { 
a) b #1 i i 
_ ie ee then oar tty ie 
la aI er ’ i a i : ’ 
ela sddclalp sl aehiite © yeh hy pert ps me 7 hh 
ial a $ so T g Bie watrr{ ie tnled } : ia . Sanat oo! a e ocak 
i i Tipe? ree 1 1% y i r +E" Tg “ty 
Wu a “| “ uf i : a 4 hy 
1 OG ib pai oe) Lorn tee 
Pat (Othiorice | had ay f wey : 
hil U Nin) ‘ oN j { i 
, re a a Wie he. f 
i + ; i i Puy fire. lip pavagese |] a nis | 
Dy Gab awiy' hep "Te ery awe) Oe 
gay be |S até 2 paella Mai 
a " n 1 Te, i oh swt ay 
=) at | AN, es ie be ‘ 
ifs i Mt hy 4 i i m i#! 0 ae bie 
* ee F ii y i dealt eee 
; bec Mellie as 4 ee } sy orate 
wo P a4 Sao eer etl rm 
' Ver wy hema a ; . he 
; j ' ty * i ir r. iw / th de aay 4 
’ ; : aye 1 : 
fi } it a 1 
t , aA F) 
dob ‘ ; a4 : Ah 
% wey i a i " pit 
4 ph 9 § il ee | 
: fy h ; } r et othe 
we uy ; ie f 
‘6 . Mek |) gall vi Seep 
, ; os ~ Li | ve 
} p j : ey va 
4 hy ‘ew 
| i os 
As nab ht 
wh i 
a io rr 
: ; a } 
i 1" ra wt iv 
1, \ , ‘ 
\ f i) vege 
1 d he i: . (ith ep 
5 arene oP atin + Aves) pone lm 
t : a) . ‘ ar , ard! 4 pea on ehuneny 
i i J phi erabe AR - 
or br taaes Mn 6 ail Savaahiogts 
5, - ae . ‘ ih i i regs 
' At af : i rae b fi . ‘P Put Yai 
i { os y i : ‘ , 
f } if } ta im 1 
, y 4 ‘ , ie it 
H ' 
: ; ; P ’ 
c i 
i 
‘ 
, eet ove Lari ey Pie a i deisel ty 
z | 
\ " ne b ce i 
—- : 
' en ok ~ » 
Haw npr rp ay et ee sine h wily 
yt 
| Ys wih aa, Welds : 
vi y Whey i 
7 N 
‘ a 
i i 
' A 
\ 
- NG 
BY ite y 
‘s si ; vn uel 
f at Hf et - heltpst 
An) , #7). ay 
5 gy er er ea 
} dip fy ree om 
So Tae | oa 
7 Pe i ee 
|) 
4) 
of . ; 
fia be 
© |. arbaaay 
De ee: ‘i 
r rie, 6 
| i ut ) ‘aie 
Yh OF 
‘ ‘ ae 
: : ey) : i 
| Cay ie | 
of i. ae 
j f 
7 My ps 
ane 
; i p eee 
tif, ‘ ; i 
sey ' 
eho hal a t } ' avait ral pn ee iy , 
ie oaianriaier rom pool lia sib ate aor 
artes cat ti 
i AM 
; 2) 
el iy 
1 
A a Aut [ 
ae te ie ee 
oe Py i 
“4 i) yee 4 


FOR RF 


RIT 22 


i 
Ss 
5 
ra) 


Q2.2ScC2083 Q! 2Sc'763-C 
RQ 22k 


RE 4TK 


po------- - - -------— --- ---- +--+ - - - - - - -- -- - - -- - - - - - - =~ = - + 


Ql. 2SKIF 
Eye 
8 3 p5~paisiaae Sx 
£ T= g a * 
° ze & S uel z 3" 
o x 
g ay 8 NO Fi 
Mee) Las i 
pa S164 OR Si 
1$S53 
L3 D8 4 


C3 d0047 
+1 


RI3 100 


@4 250945-P 
J4to X VERT 
@6. 2SC2053 


( 


R31 22K |p 


R26 100 


Lit LR-20 


Riol 68 


een} 
5 3 8 ¥ mnt 
¢ ip au 8 | [8 
« x c b 
o t 
i 21 |e 
2 EI 2 
& > a 
= = a LH 
A é a Rh le L Rag 
joo 
& (& OB 2SK# 09 ASCI5B3-G, AIO, 2SCI5B3-& ayy 109 ; 
rl & & Qil 2SC945-P Qi2. 2301645 
a 
a} [& ° ES C35 5 
3 ; 5 SET paaion [gh [9% opin Go” &) 2 8 g 
a E; 22] SESS | ate 
m =) q o 
a Se SS es 0 a SG  D Raa eer) ce 2. ag] tz = S § bs 
foc ~ = § a = q a 
> — u-% 
g “N36 D 
o g = mss 
23 ad z 9 ml gee] Gd < i 
ae e) x ey 8) & u S ai g 
oe 100 ” 3 
53 i 5 
I6 =e (eS eee Sen Sf aarnnes ane Pet hen peony egies Mimeree os i be of Gace Cc Decl els liynga ea 
1 © RW 120K ey CK 0) T2@ 28 MIP 29990909090 
IA Sq) S|A\ la) @ FCL Fab C68 02 
@ K8 8 ied C89~C91. 0.0047 
PD K4 og C93~C95 0.0047 
@® K2 oO 
| @ Ki 0.0047 © 1B 15) Bt 
jt 
2 Se ® Ko Baie 
= a Ba = a re oe Bas 
= ae Mo) 20 BS 2S Be Ao ReereR ese 
e 1S Ee eres [at Sh ee Ge eee (a a Fes eB Se ee 4 aba) 
sss EE ; 1d 
cuca shales r SiSl2 THT cae sl 1 hs 106 SN765\4N 107 SN765I4N ‘ 
ii R32 100 F R33 100 RIS.100 ek 
asl Ae C54 8P C56 BP alSTSy_] 663 : TS 
: coon SETS, P coromn TST) too usm BE PN PS Og 
Q a " a y | 
” ” 4 | ; 
oa ui3 El LI4 g | eee 2 
E $TTE 7 
5 LB-41A 8] Le4iA el te § z it an Fy 
em as he Shhs WS Same = 
= = ° 
8 Cees 
{ 
(miaral 
x 
g 
a 
£ 
< 
2SSacmdoacmo E 2SC16% 
1c! SC 3062-A 
aswixgdeta— g € 
>+xGHASOvixxxe i 4 
LI’ LS-2 LITLS-2  Sice 
| Q7.2SC763-¢ 28¢383 QI7 JAIO50 
1 SS ER RE eer EE Rese ues ee 
ER 1S: A ES EE ES EGS ESS CRE DT 
ECE EE re 
Slolcjojajac \/ A <- 
a are eee Q).28¢383 x! cla gooey 22 250383 Fe ee Cue 
cuonci7 = & i crs. 29P (20 20P 
LesNaM4ssBp 47°F q R3 470 RIL 470 
eI | x! 
& I 8 
Pt LTT Qis 28¢945 37P § g H | eS i) 
(0) me =~ xa Rios 480K 3 La) 
a Scotts 796, 0.0022 zt 
ToT) | | ek ec a em ait 
4 1 revz™ ¥ oN R62 3K 4% Ss ate 
a z es sl jzr3 
a a 


TK 


RW 10K Rit 


se 
8 
1C2 NIN4538D © 


or 


weet 


2 
f 4h 


y a sabivnllly 
{ 


wnt 


*< 
; — 

4 

t 
c 

- 7 
5 ae 
- 4 Ei 
a 

4 

' £ 
re 


a5? 
- 
4 


Ca Fe a Rn 


a in 


ye 


ee ne 


oe a a 


te ee 


re “ 


— 


ee 


eet eee 
; F, 
é 


oP ane tat 


> 
‘ 


“x nt xx 
gs at _ 88 fas oF? 
1] “ o 
Bie Gi tHE 
. 
cS TP bce 
ier p2 L2 ol 1S! 
195535 LS-70 9 by 
ay S| 75 72 
= at e 
3 © 
1 x 
Sh : 
bt 
[.< 
Q3_3SK40-K 
= 
R 48 
= $a 
3 fe LIT LS 
(ay FLI FESO. 
HOA 
an BIS] at 33, 
3 5] $8 ~E \é 
x oj ¥ = o} & e 
HEd?le belek fake iT i ide 
gma zh. Coie amg Dit~OH4 15 1926 se a) 
5 ao 4. 290945-P x4 
3 J4to X VERT (O) 5 
arr ask 48 @6. 2962053 Pe | 


v6 


to PA a} & 
CReso47 =< R29. i 3 
2d 
Ln. LR | KK) 5, ascays 
: g 
¢ 
5 


2 
<j 
i 
ai 
R25 100K 
= 
cs 47 
+H 


12] ees a ee eet TS ee ed 


@19 35K40-K L3,L$-82A 


R49. 100 
5 2SKR Q9. 2SC1583~G, GIO, 2SC1583-G R4t 100 
=H2 Qi 28C945-P Oia. 2801645 
: ie Tat C35 & 
i aay Raa Is 0 “as ater for % 3s 8 3 
4 a" +2 s 
it latarr st 


4 C'TS O.00487 


oly = al 
KS) 31 Fg4] fet 1 ‘| g | L 
wee: % ela 
lay Shea 3 Shale 

: dale al Cri Eueale 
7 Ray 100 Th Saag OQO0000 
ol ga or ak mp haa AWS eae ye ene ee See,” ae 
ae ay @1899999900 
24 @ cw c68 02 PEE 
14 @RITvR 8 C89~C491. 0.0047 U-133 
7, @ Pic go €493~C95 0.0047 
35 © SB oS) 
LB @ uss 

® INV 


ae ee ICQ 7BL8.2AWC Q13.2SB562 
1CB BA40] QhI 25A793-6 


can a 1C7 SN76514N is 
vi mass E83 00 R36.10 E i 
aS Gr C58 BP cr ocoe7 |S] 18947 10 BSF aie é 


Ft i en Ae 


aa HF ahs C65 40P 


CPP |, 0.0047 
QS 


Q10 286945-P g0.695mMHs 37 (25hHx 


C383 
@6 2SC3B3 XO, yy, QS 28C383 x5 
43 ISP c3s mp 
R25 470 
|_| x5) 
g o 
Oi beige Dent 238 
eas EG 
5 33P FS 
ia Le ¥ oN 
ti wy ai So 
= 4 ms cS 
a 4 fs! 5) s ot 
6.LS-2 LI7LS-2 3 
Q7.2S0763-¢ QtT TAIO50 
3} 8 L | 5 
27 N25MHr 28.(25hhH q 2 2012SMHe 33, 625hH 
12 coe, eh 28ea83 Xx! Cl4 Qooay 22 28¢383  X2 Callanoey 2228S SES EN cog et 280385 x4 
my crs. 22° (20 20P 27.27 C28 29P 


a 
+ 
3 
a 
zy, 
x 


eer Rit ak me > J, 
|) x2 ] x3 F} a x4 
‘ > 5 Dex : ’ 
2 = « ute 
1 pei c 18: PS 


R& 10K 
RE IDK 
AT 1oK 


ab. 
6 ial 
eae 
may | 
er , 
ge Snag 
‘ 
a 
A 
i 
‘ ~y 
és 
fa 
YE 
t 
4 
7] 
'¢ 
| 
' 
E 
, 
' « 
rf 
i] 
a 
yh Fe 
f} 
rd 
j 
is 
u 
Lemay 


ne sa 


Wr ey 


ae 
Ss aia 


= 


ay 


6 
wo 
6 
J 
» &er 
‘ 
A 
1 
‘ia 
‘ 

i 22 
ee 
= 

- Ade 


: tig oe J ue 
7 er a 


~ x 


ete 


TTY t 


or i a ee eee i ti tti(ité‘isien ee 
% a i LELANIS LO2UAHQ 00000 Pr re nn 
VEO UUSIBS S OOS TOY S oe) 
| cra |g Exp 
$ FOR RF | 9 
ga 000000 I $ pacts 88 § ct a 
ORS9900) 31 O1O000900) | E oh 
Aad tel 2UG al 8" Sie © Fee a Ra ct Oi Pe ee a ears ae Me eae Wee lg 1 a & 
e = 
; : D3 
15553 
4 & ° 
Pom] A 
a de 
d & 
» 
a 
L-4 
Q2.2Sc2088 Qi 1Sc763-¢ 
RY 22k 


R25 100K 


QB 2SKR 09. 2SCI583-G, GID, 25C1583-G 
2 M RH N00 Ton 25C945-P Qin a3c1645 
E § 
2 Ps 
@ 3 
a 
eo 
Ee i 
Fi Rss 350 § 
= : BS 
bi : : 
Rol A ele GON CS SF tones Nf SS, Cie a lh Ce oe BR Phys, 1:00 
I6 aon 73 72 at Ps 1 aa SR Ue 8 eas PU Nn ad boa 8 al 
M19 99099) lo9 990900000090 9090909000090) 4030 “M[OO000000) ud [S0909009] 
, @O CK OlOOO9o00 52@ 28 
S{alo}o FCL i 1 
aware K8 14 @ RITVR C89~C41, 0.0047 
K4 C93~C495 0.0047 
K2 
KI i 
Ke soars 


no wK 


rl 
= M : S 
joe i 
g ED 
an Bees sssee esas 
mg Fas ERG ad a ; 
ro) 
we 
ee 


1cB BA 


470P 
ca7oew7,2|S}S 


R32 {00 R33 100 Ras lOO 3 
cag 8 C54 3P Ce BP C63 : 
aco SIS ak zi z 79.9087 1 15 109 SOS i 

rT] tl 13 1 
clas 9 > 3 Y 9 : i 
4 ~ 
SP in 8 KI g is 6540) 
Li4 
LB-41A g 
ES 


Lowa |e é 
i a, eed inn EOE 


Cuontn7y = & eae % ences c20 
aap 
LOSNIM4SSBD  470P § R3 470 
x2. 
& 
39P 5 3 
x6 Rios 48 ~ 
Sentire Ri C96. 00022 
ee ET TT 43th 
LN | R62 3K ; aol 
ce | gf's 


A 
+7 
Xe r 
a, ay Ve 
Map’ ¥ it 
¢ 
' 
i 
a 
i 
‘ 
y 
i 
- 
j 
‘ 
‘ 
= 
j 
5 
; a sam 
aM —« 
i AB ite 
‘ “ - 
“% = 
i 
“ 
’ 
j 
| 
j ‘ 
i 
: 
{ Np 


fr © 
’ 

; 
ce | 
= 

i 
ei 
a 
Pa 


- 
— 


+o 
Th? 
ai 
a a 
i 

' 

é Lik 
in 

} 
onal 
Gem 

A! 


cag se 
— 


Qi. 2SK19 RF | 
at U- 128 
T x J 
de 1 
pat ae l 
£ | 
LY 1 
{ 
| 
| 
| 
| 
1 
i 
I 
1 
ad 3sk40-k { 
a 
rs 
iS i 
fy | 
pe seg! 
ts 1) | 
3} $8 ¥€ Oo} ! 
n a) + | 
fade Lae 5 
& mf me om 
5 O 
ES J | 
eo 
3 | 
as ues 
: to PA ae §% & f 
CRow4T rl g | 
ean Baa é 
Lo LU. LAO | {\/ On 45 ! 
Ts + scope (hy ‘ © ma 25044 
g fe & i 
Sa : : oxoshl dF g ! 
| a |e 115 11s | 
| 
4 
ie @I9 3SK40-K ———L3/.LS-82A t 
SKM, G9. ISCISB3-B, IG, ISCI5B3-G 4s 09 - | 
=Ha Qi 2SCI4S-P Qia. 2801845 ! 
- ae cas | 
au 3 eT RAB 15K a 0.00) cate CT 00} K | Je g | 
Arh u 138 & 1 
ILC DW YH Te ta ee ‘| | 
=! xl 72 a ” & 1 
Ms a 
8 QL i ly ¥ c+ Ol flex Fl oo oO rs} El. 
i le 5 LS~% ee - 4 ain) i= | 
dig | Yaris bho: : 
t 45400 “hor wh? egal OOO000 ! 
i ca gaan A 5 o) A 
qi @ HV 
8 @-v 
) @® cw c68 02 PLL 
4 @ RITVR CB89~C491. 0,0047 U-[33 
t) @® pic C493~095 0.0047 ie ey ea 
6 @© .SB 
B @ USB 
® 1NV 
~ 
IC9 7BLB.2AWC 13,2SB562 
ICB BA40i QIl 2SA7%3-& 
A 
i 4 
8 
ze 13 2sca45 
AS rs) Q12. 
Q1O0 280945 4o6a5MHs 37 1ASHHs 
wat 2sc383 x6 Aye meses ete Fs 
C43 Isp 
osk 
< 
5 
ry 2 
Sires 
g SI 
QiT TALOs0 
8g 
27 A25Mks 28./25Mts. | 3O125MHe : 33. 625rtty 
1B casei Q).28¢383 XI Cl4 coos7 @2 25¢385 x2 C21 @.004y @3. 28¢383 x3 eaaWa beer Q4 280383 x4 
c27.27P 
Ril 470 
8 
; 
4 
+ 
- 
re ? 
a j 
é a) 


me 


Al 


‘ 
py 
/ 
be 
’ 
ne 
/ 
4 
A 


$9 
‘ 
4 
al 
© 
1 
& 
5 
‘ 
i 
i ‘ 
j 
f 
t 
) 
ao Ls 
> 
iy 


Mé if 
os bd 
f 
7 , 
nN 
ie 
, 
Di hes 
; 
i ay: 
H A 
A ree 
‘ 
+ 
‘ 
i] i 
Pipaee 
"tae 
‘ 
=i} 
op 
= ae 
: 
= 
ea 
wean: 
~ _ 
j 
TEN 
wid 
a ; ; 
‘ 
4) 
‘ 
J 
f 
3 ' 
ru ee 
ts 
ie 
i ea 
4 H 
r it 
| g 
‘ é 
_ a 
”, a 
ov oe . : 
“i AS”, ele 
i “ary ig ’ > 
‘ mig oT 4 
anh oF so 
St a 
# dry ier : 
rr, i } 
Ait» © ea H 
CO ME tks 
i 6 ’ bil bal 
sents, Tape gig» ifs = 18 Pepwreny 
i ae BA a 
{ 
Ne th ted y 
idee notin 
sae hoe ngs gil pyri 
= 7 
® Y ‘ WA UY : ‘ i 
4 y 
i _ 
: ake , 
' | 7 : ‘. 
a, ‘" 


be} 


1C=-7O7 scuematic piacram 


com | PLL S EB tebe A BG o, D fa (Daf BCs Doe fo triable RGD —Pl as, Q_to PL 
9000] [900000000 ~ Ps [909000000 


eat zl I ces 
ae t+ 95 
Got aaae aR A ee a uz 


Fn a ee a ne ae ee ae eee reer 


EGBRGHESE 


ite 


wi ete] | 


a 
mo same 
1 Lop f 


ee a i —_ 25H ree PUTRI PUTTT 

IRB-TAO © 14 eri 
Ulead ete ° Seen oe eeerenas 
i ; ° Ht} — 4 


Raa 
04 (3P-146 = 


xg =a 
fo fiseress | ee he pen) ehepatal al 
FT PD 
Ss 
—E BV Sat Some 
Sah heey _——$— > ar 6 
ne en 


a= 
ok 
Pei 


Se esata teases 


[airmail QS SU eae eels 
ABR ae 


Jf R23-2 JOKA AF. VOL 


2 
- 
en 
, 
: 
> 
4 7 4 
ew XS 
x J 
* 


qei fi 
i 
- ‘, ¢ ane 0 ri 
7 ‘vu. PY pf 
, é { 
ey “4 
’ i 
7 ( 
‘ 
is ‘ 
i f 


Mi 7m nie, OITA 


wat atl 
# é . a 
t aa ® 
as j 
4 rm 
.) eet 
ex - es i 
bh t 
S " 4 ts 
ad : <9 
hee 
; 
4 ‘ " ’ 
ad 4 Ad ‘ t. PTR Aen ea eS ha) Manne oer 
7¥' ~ : : 
t oan By 
i ha . : 
‘ t 
x * f 
= , J Fe 
¥ > i ] ‘ 
s { 
a ‘ Te Be 
“ty 
S ce 
- 
‘ ’ 
' 
’ 
4 t 
’ ' ore een ‘omar eae 
7 os ear ere oases + nee 
7 { 
hl 
— ¥ 
s¥4 = 
uy 
a aad 
: Ue: Cys. r 
" v b , 
i f 6 
er 
vo a 7 
i 
m ' 
Lae 
a id 
‘ : 
weeks ein 
t 
if 4 
tid 2 5 
ore 
: { ¥ 
% 
j ” 
| © we] 
Wt) hed i 
— ~ 
) : iM 
i 
: 
{ »: 
; 
t 
*" 
i * ¥4 
i 
} ( $ 
, ‘ ; 
i 
i > 
i 
( 
} >yps 
’ ~~" ¥ 
4 nile eon 
en Pot ee 
dh 
| ahem 
{ 
- 
{ 
wt 4b ‘ ‘ \*4 7 - ; 4 , 
d ra ! (ed i ? ’ ; " 7. - = , aan) a 4 ae 
| one oe i i the LO, de Pg 5} ae TPs ore 
= n Oe ¥ . ah coll i ory 7 y 0 ie Med fdp 
= ‘ : ~ pot) as - ; , La J , 4 
: ware epee 
te 3 ah aan ao peaccy aie katoi TiDiy Fat 
a ent reine Hp carpe ie We ae elgl Lo pre ty 
P z 
- 4 f 
oo 
i ay 
i 
) ‘ 
7% 
: 


5 


fa 00 Ti aa ee ae ee Ee Pee cee yo Tee ge PE CP NAL Pa LA de Rots EEE EA oil laa ce 
RELAY-SWITCH U+430 


y 


18.53 "3.7 Rt 


eee 
5 


HEAR COELS AM Ee 22s UR” Al RS, se 023, 25CUSP OI 226 


? 
C13 401) 


ss 
& TART tae OTSA SE 
= ONES TELS EES 
ay 
s TT 
i ee eae MESIGNE fet [RE IIL] SemeOL aa ee 
[SSSOS | MAIN A U-I26 ee Soe ea “4 SN pe Se Stoo 
=——— 5 bs ho Lan | bere baa aoe tea oe 


a 
eet date | 
o{Kc-8 pe-ge> Do 
is 
; 


Pr Ga BGT | om rar SF a 
ce") a é 
TRmebna 


oe 2 tases, 


= oie 


= ales 


RI26 10K 


Te ees ey fe 08 25¢#45-P 107 280448 
#4 


CW DELAY 


fe [ICOM] ICOM INCOR 
al} 


i as 
~ / 
i 
at 
\ 
, 
Bs 
od 
; 
7 
~ é 
; E 
. ’ & 
h . 
id 
é 
Be 7 } 
ey 
+i u 
Y 7 
i , | e 
s y i? 
Zz 7 
or 
S43 
t ee 
. Bt 
; 
Ms , ‘ 
; 
. 
} 
TY 
: 
i 
ix» 
jr a 
= a 
ri 
fF 
¥ ¥ 
viv 
ee, be 
Kr 5 r. 
Cy, , ’ e~ 
, 
th yes ' on P 
a F \ 
4 , "4 hy 
Laue ; 


ie * 


a a ay eS ee es ae a a lire ae ea 


cep Tea Sara pee 
L5 LR-52 


en ms 
atic o 
Rae won OF /$S5> 


a Hel 

| 

Tt 

| Riba 

————————— Se 

3 20K5SP Ol 2526S ka ioe) ereeasiee 4 eee We BE ee 

vid ; oo ST TafiRz ; : ; rt aa 
> Bg 9 18 “ ry 


ee at 


DRIVER Bay 
(i Ra2 ale 


a ig eee 
= 


ae tie 


= 


pn 


R58 220 = 
DI5 SSS 


see 
8 O © 
B 
(2a 


8 
* iid 
Ry 


O15 JA50 Q% ZCISTIG IT 23K30GR | 4! 25C945-P 


=i amar 


=e 


ie 
%) 
© 6 Tr 24 


(x) 
R2 ik 


CW DELAY 


[ICOM] 1com INcoRPORATED oe 


s 
J 


} 
i“ ‘ i : 
as U 
' 
ha | 
‘ 
+ 
ls 
“< aa - . » 
= Sale iel Hype roth lnag 3 “a 
. 1 ‘ 
‘ 
A . 
t te f 
. u ‘ote g 
5 » we 
=. , bs y ‘ 
* , 
i é et rf 
: } 
, oa. 
’ « yee i 5 
) ; 7, & i 
ae 
i rie 
} r nV é 
5 m » ’ 
‘ 
i, 38 
as } \ 
' . 
Neh a 
. 
af 
‘ i 
— 
5 
. 
3 : 
d ; i ; i 
f q 
Ee 
« 
ie 
£ 
f s, 
‘ i Ls 
+ 
‘4 I ; ut 
i whe ~~ ey i nn a 
~ é Le ees, ‘ dey ine we wee 7 Sn te ok ENA . 
: s aan 
s ae 
: 
. 5 
Pi) 
q i 
A 7 
-i i < wh.’ 
f ’ A ' 
£ Pl 
stent ' 
. “ ~# 
' « = 
- r 
: ' 
: 
- ‘ai 
x4 : 4 
‘ es lee il 
y i 
i . 
rrr es “y ; E 
‘ : ; Tene os = ere 
. $y z Me. ti 
e j le ee a AB a, 
: A ¥ } Lia me 
r ‘ = ~ i Ni eit ri ea % 
; 3 1 
y i . ah % ars 2 
f ; eee ne ‘a. 4} 
} \ wy bt ty ibe aps ; ae i” 
Pace: ean i mae 
- — 4 = Ae a o “4 Od 
4 i c > ° ; —- E 
, . mii ~ 
hat el beemd adi. 
16 A! bgp Plame! 
om. Sob ae 4 £ een saw 
ten oa Sey 
; 
: 


3 ms 
By a a Te rR ie wy ‘ vs 
Seton Try Tey Vee? Wie i 


Ome = Qe “ . . he 
y 


R63 22k 


Q2.2S¢2053 Qi 28c763-c 
RQ 22k 


[ook 


5 
bs 


Da3MVvan R45 100K 


Dap |32668F RH 
© 


D236 ITI8 


@i9 3SK40-K L3/,LS-82A 


ol990095) [SSOOGTOOTOTOOOOOOOG} il 4030 “WISoOOOOOO) up Olebo5o 


A 10} 
TTT Set ak BK 
5 @ K4 
SAGE BEE ED Rt 
aaoen ® 
Ss ome a 
BUse aa 
aera 


es tatiss: 


ClI9~ 04 
470P 


Ic! SC 3062-A 


aix eta-e@ 
as xetosesisces 


6.010 CSB) ot 28,0080 


VA readout: 


IC2 NIM45580 | 


_ 


i retin, is ine es Sy we eg Sion eas sal aap ae am eS 
i CO U-135 i Lt LAHIB L2 LA-9 ee I arcana ca eke err eer erga Ver ge et a ee een a anes aes. a or | 
1 LS =, 000 0 OS = Ce) t 
i Tehri sty] | Leal 
| n FOR RF | 8 
ce 4BP ; 
| 32 01999000] Ti OIG OO9999090 \ $ 88 8 ir 
1 | ! 
2 res net cae de meen 9 ene ete ee ele ea 4 
, | 
j l 
| 
* | 
os a 
i ¢ i «¢ 
I 1 x 
1 | £ 
| { m 
| 1 a 
1 | 
1 1 
' \ 
' { 
' I 
| | 
| 
I | 
1 O4 2SC'763-c Q2.2Sc2053 Qi 28C763-C 
R9 22k | 
I ot = 
: : \ 
{ 
| | 
| | 
| t 
1 | 
{ ! 
i | 
g 
| € 
i < 
1 | 
! 2 
| r | 
| ( 
| ; | 
H | Q9. 2SCI5B3-B,@I0, 25C1583-G AKIO KEENE Se 
] 2 | Qll 2SC945-P Q/2 2501645 
: 3 } T ram lg C35 pal IN60 TT a9} 
| 
| & 
| | 
| 
Sie : | 
1 S Rss 330 § { 
1 3 Pe 
I — 
p__isi L 
i je MMT aer ss ANE Wr tip ze. SUS TS Sahar os RYE IOS) ee TL ee wis he ume Fer Rel o TS ee ee ee eer aren tarts aie on a fae a a PTs 7, a Nas 
oleggo00) [SSOGGSOOOMOOSOOGGSOG) cio 4030 “@fOGo00000] Q uD oao900) 
a fo) alah 3 | © RW i2OK cig | @ en 
3 alg|2 = adaagddta Ps 
THT 3 | bp ae 
e ~ @® K+ a 
“es co RI 3 
(=) 
per a Sa ome Be ® Ko f 
2 oF ee ee SS 
(8 8 FSS ees ee ES af oe Oe cS Ed IS 


RIO 1K 


pltate atanatatatatatcimyr pee 
SE SEiGGEA] cl 
Pe TT] 


470P 


E 


6£ESS4 


TET 
Ic! SC 3062-A 


eur 


sax eta-o 
us xotusessszse$ 


RiOS 480K 
Sage Biaea ana? 
64 18M 
ie ee re 
RS 


IC2 NIM45560 | 


1C9 78L8.2AWC Q13.2SB562 


is 2G h ang 


Run 


cB5 10 


Q10 28€6945- 40625MHs 


ca Lier Rso 820K 
Z 


05 \ss33 


as 
Q7.2SC763-¢ 25¢383 


Cl4 qoo7 @2 259¢383 


D\ ISs33 
R4 10K 
L4 LS-I05 
RH 10K 

ArT 10K 


!) Kep lace X@ witr 0, 12S hk 

2) Monitor D@-C, adjust 
LI) rer “ax yor AQ yb 2 tor 

Q@ $0.250 MHZ. 

3) Adjuak U8 en VEO peck 
to achieve PLL Jock 
36.010 CSB) ot 28,000.0 
oy" readout, : 

+) Ron k XMT output with 
97 ¢ £31 

S) (Pegk (CCV ov pu) W 
Mae ras 


= 


IC =-7O7 3 scuematic DIAGRAM 


bru fe ER Abo AD LasSoas bon Aa BG D, fo bG bee fa bets bute Wes Pade PI to PLL 


Q3 280235 
Di~n2 qPosB 


Sea ES - cS OE, Logos 
315]! [oR #), 15), | [ooccode zm 
ae = aon HEL es TO b RATE nlite: ne 


= aeee gee padecallla | } is 9 Me ett 5 BLAS ea, 3 BE tae Crd al (al 857 FH | 5 iS 
pacer = Boe Hs ‘|| ete peiGeed Hea iy fey EA Ue Jit ae | Rese 7 ilps as HS a 


el a | = ae iececee ae ho LE 


drole ete : 
a fers ; ! 4 == ae = Sewers SS aa : 
Ps aa ia eS Mri ee ct oe 


[| Soszanun a1 wor Ke] TawsoPp 
[Ea ee ioe 


[eoboed [eod00ep ! 


ul 


oth 
ican 


a He ene AP SES 
——- ws eal eS Faq | HQ) HIT Lil ® tne EL; sense S85 1S He 
mf itressesste mule Pe LEGO} zi ero): 


i] 


FREREE 


pat EE 


ecoataee| — folmer (| wt 


CW DELAY 


= EB)|ICOM] 1com INCORPORATED sae 


IC-701 sc 


